BILL NO. G-70-12-18 (Amended) 


GENERAL ORDINANCE NO. G- /O £ ~ 7 / 

AN ORDINANCE amending Chapter 26 (Sewers and 
Sewerage System) of the Municipal Code of the 
City of Fort Wayne, Indiana, 1946, as amended. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That Chapter 26 (Sewers and Sewerage 
System) of the Municipal Code of the City of Fort Wayne, 
Indiana, 1946, as amended, is hereby revised and amended 
to read as follows : 
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PORT WAYNE MUNICIPAL CODE 
CHAPTER 26 

SEWERS AND SEWERAGE SYSTEM 


Article I. Definitions 

Unless the context specifically indicates otherwise , the meanings of 

the following terms as used in this ordinance or as used in the rules 

and regulations adopted by the Board of Public Works to implement the 

provisions of this ordinance shall be as follow © % 

101. "Biochemical Oxygen Demand" for- BOD) of sewage, sewage effluent, 
polluted wafers or industrial wastes shall mean the quantity of 
dissolved oxygen in milligrams per liter required during stabi- 
lization of the decomposable organic matter by aerobic biochem- 
ical action under standard laboratory procedures for five days 
at 20 degrees Centigrade* The laboratory determinations shall 
be made in accordance with procedures set forth in “Standard 
Methods'" (see 125) . 

102. "Building (or House) Drain" shall mean that part of the lowest 
horizontal piping of a building drainage system which receives 
the discharge from soil, waste and other ■ drainage pipes inside 
the walls of the building and conveys it to a point approxi- 
mately three feet outside the foundation wall of the building. 

103. "Building (or House) Sewer" shall mean the pipe which is con- 
nected to the building (or house) drain at a point approxiraa- 
tely three feet outside the foundation wall of the building 
and which conveys the building’s discharge from that point to 
the public sewer or other place of disposal. 

104. "Chemical Oxygen Demand"- (or COD) of sewage, sewage effluent, 
polluted waters of industrial wastes is a measure of the oxy- 
gen equivalent of that portion of the organic matter in a sam- 
ple that is susceptible to oxidation by a strong chemical oxi- 
dant. The laboratory determination shall be made in accordance 
with procedures set forth in "Standard Methods" . 

105. "City" shall mean the City of Fort Wayne, Indiana, or any duly 
authorized officials acting in its behalf. 

106. "Effluent" shall mean the water, together with any wastes that 
may be present, flowing out of a drain, sewer, receptacle or 
outlet . 


107. "Garbage" shall mean any solid wastes from the preparation, 
cooking or dispensing of food and from the handling, storage 
or sale of produce. 

108. "Ground Garbage" shall mean garbage that is shredded to such 
a degree that all particles will be carried freely in suspen- 
sion under the conditions normally prevailing in public sewers, 
with no particle being greater than one-half inch in dimension. 

109. "Industrial Wastes'* shall mean any solid, liquid or gaseous 
substance or form of energy discharged, permitted to flow or 
escaping from an industrial, manufacturing, commercial or 
business process or from the development, recovery or proc- 
essing of any natural resource carried on by any person as 
defined in 112. 


110. "Influent" shall mean the water, together with any wastes that 
may be present, flowing into a drain, sewer, receptacle or out- 
let . 

i 

111. "Outlet" shall mean any outlet, natural or constructed, which 
is the point of final discharge of sewage or of treatment plant 
effluent into any watercourse, pond, ditefi, lake or other body 
of surface or ground water. 

112. "Person" shall mean any and all persons, natural or artificial, 
including any individual, firm, company, municipal or private 
corporation, association, society, institution, enterprise, 
governmental agency or other entity. 

113. "pH" shall mean the logarithm (to the base 10) of the recipro- 
cal of the hydrogen ion concentration of a solution expressed 
in gram-atoms per liter of solution. 

114. "Receiving Stream" shall mean the watercourse, stream or body 
of water receiving the waters finally discharged from the sew- 
age treatment plant. 


115. "Residential Property Unit" shall mean a building under one 
roof designed, arranged and used primarily for dwelling pur- 
poses by a single family. 

116. "Sanitary Sewage" shall mean sewage discharged from the sani- 
tary conveniences of dwellings (including apartment houses and 
hotels), office buildings, factories or institutions and free 
from storm water, surface water and industrial wastes. 

117. "Service Charge" shall mean the basic assessment (based on 
water usage) levied on all users of the public sewerage sys- 
tem for wastes which do not exceed in strength the concen- 
tration values above which a strength-of -wastes surcharge will 
be made . 
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118 . 


"Sewage" shall mean the water-carried wastes from residences, 
business buildings, institutions and industrial establish- 
ments, singular or in any combination, together with such 
ground, surface and storm waters as may be present . 


119. "Sewage Treatment Plant”, or "Water Pollution Control Plant", 
shall mean the arrangement of device®, structures and equip- 
ment used for treating and disposing of sewage and sludge. 

120. "Sewage Utility”, or "Water Foliation Control Utility,." shall 
mean all facilities for collecting, transporting, pumping, 
treating and disposing of sewage and sludge, namely the sew- 
erage system and the sewage treatment plant. 

121. "Sewer" shall mean a pipe or conduit for Carrying sewage or 
other waste liquids. 


121.1. "Combined Sewer" shall mean a sewer which carries 
both storm, surface and ground- water runoff and 
sewage . 


121.2. "Public Sewer" shall mean a sewer in which all 
owners of abutting property have equal rights 
and which is controlled by public authority. 


121.3. "Sanitary Sewer" shall mean a sewer which carries 
sewage and to which storm, surface and ground 
waters and unpolluted industrial waste waters are 
not intentionally admitted. 

121.4. "Storm Sewer" shall mean a sewer which carries 
storm, surface and ground- water drainage but 
excludes sewage. 


122. "Sewer Engineer" shall mean the Chief Sewer Engineer of the 
City of Fort Wayne or his duly authorized representative? 
the term shall be equivalent to the expression "Water Pollu- 
tion Control Engineer". 


123. "Sewerage System" shall mean the network of sewers and appur- 
tenances used for collecting, transporting and pumping sewage 
to the sewage treatment plant. 


124. "Shall" is mandatory; "may" is permissible. 


125. "Standard Methods" shall mean the examination and analytical 
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125. "Standard Methods" eontinued-- 

procedures set forth in the most recent edition of "Standard 
Methods for the Examination of Water and Wastewater", publish- 
ed jointly by the American Public Health Association, the 
American Water Works Association and the Water Pollution Con- 
trol Federation. 

126. "Superintendent" shall mean the Superintendent of the Sewage 
Treatment Plant (or Water Pollution Control Plant) of the City 
of Fort Wayne or his duly authorized representative. 

127. "Surcharge" shall mean a charge for sewerage services ' in addi- 
tion to the basic service charge. 

127.1. "Out-of -City Surcharge" shall mean the extra 
charges for sewerage service assessed customers 
situated outside the corporate limits of the 
City (designated OCS) . 

127.2. " Strength-of -Wastes Surcharge" shall mean the 
extra charges for sewerage service assessed 
customers whose sewage is of such a nature that 
it imposes upon the Sewage Utility a burden 
greater than that covered by the basic service 
charge . 

128. "Suspended Solids" shall mean solids which either float on 

the surface of or are in suspension in water, sewage or 
other liquid and which are removable by laboratory filtra- 
tion. Their concentration shall be expressed in milligrams 
per liter. Quantitative determinations shall be made in 
accordance with procedures set forth in "Standard Methods" . 

129. "Watercourse" shall mean a channel in which a flow of water 
occurs either continuously or intermittently. 
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Article II. General Provisions 


201 . 


202 . 


V 


Bylaws , Rules and Regulations, The Board of Public Works of 
the City of Fort Wayne shall, in accordance with the Statutes 
of Indiana, make and enforce whatever bylaws, rules and regu- 
lations it may deem necessary for the safe, economical and 
efficient management of the City 8 s S«wage Utility, for the 
construction and usm of building sewers and connections to 
the sewerage system, for the regulation, collection and re- 
funding of the rates- and charges for sewerage service and, in 
general, for the implementation of the provisions of this 
ordinance . 

Requirements for Connecting to' Public Sewers. No owner or 
occupant of any real property shall tap or drain either di- 
rectly or indirectly into any public sewer until a sewer tap 
permit has been obtained and until he has satisfied his obli- 
gation to pay all assessments, reimbursements or pro rata 
shares of sewer extension costs laid against that property 
for public sewers installed to serve it. A tap permit given 
in error or sewerage service charges billed to a property in 
error shall not operate to nullify any such obligation that 
has been duly recorded. 

Tap permits shall be obtained from the City's Permit Office 
and shall be issued only to licensed Mwer tap contractors, 
who shall pay to the Sewage Utility a fee of ten dollars for 
each tap permit for a normal six-inch service, a fee of twenty 
dollars for each tap permit for a special six- inch service and 
a fee of twenty dollars for each tap permit for a service 
larger than six inches. After making each sewer tap and build- 
ing sewer installation, the tap contractor shall notify the 
Sewer Engineer so that the tap and the building sewer can be 
inspected and approved before the excavation is backfilled. 

Any tap or building sewer installation not made in accordance 
with the foregoing provisions shall be deemed an illegal in- 
stallation and, upon discovery, shall be promptly disconnected 
at the expense of the property owner and shall remain discon- 
nected until the provisions of this paragraph 202 have been 
complied with. 

The Board of Public Works shall have the authority to require 
an owner of real property to disconnect from a building sewer 
which drains into a sanitary sewer any downspouts, yard drains 
or other drains which carry the runoff of natural precipita- 
tion. Property owners shall have thirty days after notice to 
comply with any such requirements.. 
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i-.'xt.ens ions of Sewers Outside Corporate Limits. T ■- installa- 
tion, construction or extension of sewers by the C ty outside 
the corporate limits of the City and the connection or exten- 
sion of sewers into the City's sewerage system from, by or for 
properties located outside such limits shall be prohibited, ex- 
cept ’ upon prior approval by the Common Council of the City by 
duly enacted ordinance. 

204. Connections to Sewerage System by Certain Out-of-City Properties. 

Notwithstanding the provisions of paragraph 203, the Board of 
Public Works of the City shall have the authority to permit a 
property located outside the corporate limits of the City to 
connect to an existing sewer which is .part of the City's sewer- 
age system, provided the property abuts , adjoins and is immed- 
iately contiguous to the street, alley or easement in which 
such sewer is located and provided the property owner or occu- 
pant has complied with the conditions set out in paragraph 202. 

205. Violations and Penalties. Any person found to be violating or 
failing to comply with any of the provisions of paragraphs 202, 
301, 401 through 405, 501 through 503, 602 or 605 shall be served 
by the City with a written notice stating the nature of the viola- 
tion and providing a reasonable time limit for its satisfactory 
correction. The offender shall, within the period of time stated 
in the notice, permanently cease all violations. 

Any person who shall continue any violation beyond the stated 
time limit shall be guilty of a misdemeanor and, upon conviction 
thereof, shall be subject to a fine in any amount not less than 
$25.00 and not more than $100.00. Each day in which any such 
violation shall continue shall be deemed a separate offense. 

Any person violating any of the provisions of the paragraphs set 
out above and convicted thereof shall become liable to the City 
for any expense, loss or damage occasioned the City by reason 
of such violation. 

206. Amendment „ The City of Fort Wayne reserves the right to amend 
this chapter of the Municipal Code, including the rates herein 
established, in part or in whole, as provided and permitted by 
the’ Statutes of Indiana, whenever it may deem it necessary. 




Article III. Prohibited Indastrial Discharges 


301. Prohibitions and Limitations „ Except as hereinafter provided, 
no person shall discharge or cause to be discharged to any pub 
lie sewer any of the following described substances , wastes or 
waters . 


301.1 

Any liquid ©r vapor having a temperature higher than 

160 degrees Fahrenheit. 

301.2 

Any waters or wastes containing more than '100 milli- 
grams per liter of fats, oils, greases or waxes. 

301.3 

Any gasoline, benzene, naphtha, fuel oil or mineral 
oil or any other flammable or explosive liquid, solid 
or gas. 

301.4 

Any noxious or malodorous gas ©r substance which, 
either alone or by interaction with other wastes, is 
capable of creating a public nuisance or hazard to 
life or of preventing entry into sewers for their 
maintenance and repair . 

301.5 

Any garbage that has not been properly ground. 

301.6 

Any ashes, cinders, sand, mud, straw, shavings, wood, 
metal, glass, rags, feathers, tar, plastics, paunch 
manure, butchers’ offal or any other solid or viscous 
substances capable of causing obstruction to the flow 
in sewers or other interference with the proper opera- 
tion of the sewerage system or the Sewage Treatment 
Plant . 

301.7 

Any waters or wastes containing phenols in excess of 
0.50 milligrams per liter. 

301.8 

Any waters or wastes having a pH lower than 6 or 
higher than 10 or having any other corrosive prop- 
erty capable of causing damage or posing hazards 
to the structures, equipment or personnel of the 

Sewage Utility. 

301.9 

Any waters or wastes containing any toxic substances 
in quantities that are sufficient to interfere with 
the biochemical processes of the Sewage Treatment Plant 
or that will pass through the Plant into the receiving 
stream in amounts exceeding the standards set by fed- 
eral, interstate, state or other competent authority 


301.9 Continued-- 

having jurisdiction. Specifically included are any 
waters, or wastes containing cadmium, chromium, copper, 
iron, nickel , zinc or any other toxic ions, compounds 
or substances in concentrations or amounts exceeding 
the limits established from time to time by the Board 
of Public Works, 


301.10 


301.11 


Any cyanides, as CM ions, in excess of one milligram 
per liter in any wastes discharged into a public sewer 

Any waters or wastes containing acid metallic pick- 
ling wastes or concentrated plating solutions. 


301.12 


302, 


303, 


301 .13 


301 . 14 


>ecial per- 
*2 used in 


Any toxic radioactive isotopes , without a sj 
rait. The radioactive isotopes 1 ^1 an ^ p - 
hospitals are not prohibited, if they are properly di- 
luted before being discharged into the sewerage system. 


Any waters or wastes that for a duration of 15 minutes 
or more have a concentration more than 5 tiroes the aver- 
age concentration of the BOD or the suspended solids of 
the customer's sewage discharged during a twenty-four- 
hour period of normal operation. 

Any waters or wastes containing suspended solids of 
such character and quantity that unusual provision, 
attention and expense would be required to handle 
such materials at the Sewage Treatment Plant, its 
pumping stations or other facilities. 


Responsibility for Obstructing or Damaging Sewers, If a pub- 
lic sewer becomes ■ obstructed or damaged because any of the 
aforementioned substances were improperly discharged, the 
person or persons responsible for such discharge shall be 
billed and shall pay for the expenses incurred by the City 
in cleaning out, repairing or rebuilding the sewer. 

Special Agreements. No statement contained in this article 
shall be construed as prohibiting any special agreement or 
arrangement between the City and any person whereby an indus- 
trial waste of unusual strength or character may be accepted 
by the City for treatment either with or without pretreatment, 
provided there is no impairment of the functioning of the Sew- 
age Utility by reason of the admission of such wastes and no 
extra costs are incurred by the City without recompense by 
the person. 
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Article IV. Admissible Industrial Wastes 


401 . Prior Approval for Certain Wastes » Review and acceptance by 
the Superintendent shall be obtained prior to the discharge 
into the public sewers by any person of sewage whose wastes 
have : 

401.1 A BOD greater than 300 milligrams per liter. 

401.2 A suspended-solids content greater than 350 
milligrams per liter. 

401.3 Other contaminants or characteristics which , 
from their nature or quantity, might be harm- 
ful to the structures, processes or operations 
of the Sewage Utility or to health , whether by 
themselves or through interacting with other 
wastes in the public sewers® 

402. Pretreatment Facilities „ When, after making such a review, 
the Superintendent concludes that, before the person dis- 
charges his wastes into the public sewers, he must modify or 
eliminate those constituents which would be harmful to the 
structures, processes or operations of the Sewage Utility 

or injurious to health, then the person shall either modify 
his wastes afe the point of origin ©r shall provide and 
operate at his own expense such preliminary treatment or 
processing facilities as may be determined to be necessary 
to render his wastes acceptable for admission to the pub- 
lic sewers. 

403. Prior Approval of Pretreatment Facilities. Plans, specifica- 
tions and any other pertinent information relating to pro- 
posed preliminary treatment or processing facilities shall 
be submitted to the City for examination and approval and no 
construction of such facilities shall begin until the City, 
through its Board of Public Works, has given its written ap- 
proval. Such approval shall not exempt the person from the 
obligation to make further reasonable adaptations of such 
facilities when such adaptations prove necessary to secure 
the results desired. 

404 . Operation of Pretreatment Facilities. Where such preliminary 
treatment facilities are provided, they shall be maintained 
continuously in satisfactory and effective operating condition 
by the person at his own expense and shall be subject to peri- 
odic inspection by the City. The person shall maintain suit- 
able operating records and shall submit to the Superintendent 
such monthly summary reports of the character of the influent 
and effluent as the latter may prescribe. 


405. Grease and Sand Traps . Whenever the Board of Public Works 

determines that interceptors or traps are needed to protect 
the sewerage system or the operations of the Sewage Treatment 
Plant from grease , oil, sand or similar substances occurring 
in a customer's sewage, then such traps shall be installed 
by the customer on his own lines at his own expense and shall 
be so maintained by him that none of each substances can be 
carried over into the public sewers. All traps shall meet 
the City's standards as to construction, location and in- 
stallation. 


Article V. Control of Adnu»sibl« Industrial Wastes 


501. Submission of Data on Industrial Wastes. Any person who dis- 
charges industrial wastes into the City's sewerage system, 
either directly or indirectly , shall, upon the written re- 
quest of the Board of Public florks, fill out and file with 
the City within ninety days an Industrial Waste Questionnaire 
to be furnished by the City, in which he shall set out the 
quantity and characteristics of the wastes discharged into 
the City's sewerage system. Similarly, any person desiring 
to establish a new connection to a public sewer for the pur- 
pose of discharging 'industrial wastes may be required to fill 
out and file such a questionnaire, which shall include actual 
or predicted data relating to the quantity and characteristics 
of the wastes to be discharged. 

When special circumstances such as the size or complexity of 
his sewage disposal problem would ffi&ke complying with the time 
schedule cited above an unreasonable burden on the person, an 
extension of time, not to exceed ninety days, may be granted 
by the Board of Public Works upon presentation of a proper 
application'. 

502. Control Manholes. Any person discharging industrial wastes 
into a public sewer, either directly ©r indirectly, may be 
required by the Board of Public Works, upon the recommenda- 
tion of the Superintendent, to construct and maintain at his 
own expense one or more control manholes at a specified loca- 
tion or locations to facilitate the observation, measurement 
and sampling of his wastes. Such manholes shall be constructed 
in accordance with the standards and specifications of the City , 
The Board may also require the person to install and maintain 

in any such manhole at said person's expense an approved vol- 
ume measuring device. Plans for the installation of” control 
manholes and related equipment must be approved by the Board 
of Public Works upon the recommendation of the Superintendent 
and the Sewer Engineer, before construction is begun. ' 

503. Waste Sampling. Any industrial wastes discharged into the 
public sewers shall be subject to periodic inspection and 
determination of character and concentration. The examina- 
tion shall be made as often as the Superintendent deems it 
necessary and may include the use of suitable continuously 
monitoring instruments in appropriate cases. Samples shall 

be collected either manually or by approved mechanical devices 
and in such a manner as to be representative of the overall 
composition of the wastes. Every care shall be exercised in 
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503 . 


504 . 


505 . 




Waste Sampling continued- - 

collecting the samples fco insure their preservation, until 
analyzed, in a state comparable to that at the time the 
samples were collected. 

The installation, operation and maintenance of the sampling 
facilities shall be the responsibility of the person dis- 
charging the wastes and shall be subject to the approval of 
the Board of Public Works. Access to sampling facilities 
shall be granted at all times to the Superintendent or his 
duly authorized representative. 

Waste Analyses. Laboratory procedures used in the examina- 
tion of industrial wastes shall be those set forth in "Stand- 
ard Methods". However, alternative methods for certain anal- 
yses of industrial wastes may be used subject to mutual agree- 
ment between the Superintendent and the customer. The City 
shall make, without charge to the customer, the initial anal- 
ysis and regular periodic check analyses of the customer's 
wastes as well as other tests the Superintendent may deem 
advisable. Analyses made by the City at the request of the 
customer shall be charged to the customer according to the 
Utility’s standard work order billing practices. All such 
analyses shall be binding in determining strength-of -wastes 
surcharges and other matters dependent upon the character 
and concentration of wastes. 

Use of Representative Analyses. Until an adequate analysis 
of a representative sample of customer's wastes has been 
obtained, the. City may, for the purposes of this ordinance, 
make a determination of the character and concentration of 
his wastes by using data based on analyses of similar pro- 
cesses or data for his type of business that are available 
from the Water Pollution Control Administration of the U.S. 
Department of th.e Interior or from industry-recognized 
authoritative sources. This method, if selected by the 
City, shall continue at the City's pleasure or until an 
adequate analysis has been. made. 





Article VI 




Service Charges Baaed on Water Usage- 

.601. Water Obtained from the City's Water Utility. The charges 
made for sewerage service rendered to each lot, parcel of 
real estate or building having any connection with the City's 
sewerage system or otherwise discharging sewage into that 
system, either directly or indirectly # shall be based upon 
the quantity of water presumed to enter the public sewers 
after being used in or on the property, as the quantity is 
measured by the water meter or meters there in use by the 
City’s Water Utility, except as herein otherwise provided. 

602 . Water Obtained from Other Sources. Where the property obtains 
any part or all of. the water used from sources other than the 
City's Water Utility, the owner or the tenant may be required 
by the City to install and maintain at his own expense a meter 
or meters acceptable to the City for the purpose of measuring 
the quantity of water obtained front these other sources, or 
the City may determine the quantity of such water by whatever 
means and methods it may find practicable* 

603 . Exempt Water - General. Where a significant portion of the 
metered water does not and cannot enter the sewerage system, 
either directly or indirectly, and where the quantity of 
water entering the premises averages »ore than 2000 cubic 
feet per month, the person having charge of the property’ may 
request permission from the City to install at his own ex- 
pense either. an approved meter or meters to determine the 
quantity of water that cannot enter the sewerage system or 
an approved sewage measuring device or devices to determine 
the volume of sewage that actually enters the sewerage sys- 
tem; when appropriate, the City reserves the right to deter- 
mine by whatever other means and methods it may find practic- 
able the percentage of the property's metered water that 
enters the sewerage system. In any such case the service 

■ charge shall be based on the quantity of water that can or 
actually does enter the public sewers but in no ease shall 
it be less than the minimum charge for the size of service 
installed. 



604 . Exempt Water- Sprinkling . A residential water consumer shall 
be billed for sewerage service rendered in the four consecu- 
tive monthly billing periods for which the regularly sched- 
uled meter readings are made after June 14 an amount based on 
such consumer's average water consumption during the two prior 
months of March and April, Averages resulting in fractions of 
100 cubic feet shall be raised to the next whole number of 100 
cubic feet. In no case, however# shall the charge be less than 
the minimum for the meter size installed, A residential water 
consumer billed for the first time during the sprinkling exemp- 
tion period shall be billed for sewerage service on the basis 
of the minimum charge for the meter installed. 

The City may allow an exemption for billing periods other than 
those cited above, provided the consumer demonstrates to the 
City's satisfaction that his sprinkling load during such period 
or periods justifies an exemption. 

Notwithstanding any of the foregoing provisions, where it is 
evident that a residential water consumer uses substantially 
more water for non- sprinkling purposes during the sprinkling 
period than he does during March and April, he shall not be 
entitled to the sprinkling exemption but shall be billed on 
the basis of the water actually used. However, such consumer 
may, at his own expense and with the City's approval, install 
a secondary meter or meters on that portion of his water supply 
system which serves only his sprinkling load so as to measure 
directly the amount of water that does not enter the public 
sanitary sewer. 

Nothing herein contained shall prevent a residential water 
consumer from electing to pay for sewerage service on the 
basis of the water actually used in every month, provided 
such consumer makes application in writing to pay on this 
basis for at least one "year from the date of the next billing 
following the date of application. 

The provisions of this section shall not apply to any residen- 
tial water consumer who uses any part of his water for any 
commercial or industrial purpose. 

605. Metering of Sewage . The City may require a person to install 
and maintain at his own expense an approved device to measure 
directly the volumes of wastes discharged to the sewerage 
system if these volumes cannot otherwise be determined from 
the metered-water consumption records. The City shall inspect 
and approve such installations and no such service, once 
installed, shall be removed without the City's approval. 


Article VII. Service Charges 


l 


701. Volume Charges . The water usage schedule upon which charges 
for service rendered by the Sewage Utility shall be based 
and the rates and charges based thereon shall be as follows: 

Billing Cubic Feet of Water Rate per 

Used per Month 100 Cubic Feet 


First 

500 

$ 0.30 

Next 

1,500 

.28 

Next 

2,500 

.27 

Next 

7,500 

.26 

Next 

' 18,000 

.24 

Next 

20,000 

.23 

Next 

50 , 000 

.22 

Next 

50 , 000 

.20 

Next 

150,000 

.19 

Next 

150,000 

.18 

Over 

450,000 

.10 


702 . Minimum Charges , Where the customer is a metered water con- 
sumer and has no additional sources of water, he shall pay, 
regardless of his water usage# at least the appropriate min- 
imum monthly charge as set forth below# which charge shall 
be based on the size of the water meter installed and for 
which the customer shall be entitled to the quantity of sew- 
erage service set forth in the water usage schedule in para- 
graph 701. 

Minimum 

Size of Water Meter Monthly Charge 


$ 1.50 
2.00 
3.40 
6.75 
12.00 

27.00 
47.25 

81.00 

Where the customer is not a metered water consumer or is a 
metered water consumer with other sources of water, his 
minimum monthly charge and the quantity of sewerage service 
to which he shall be entitled for such charge shall be de- 
termined by rules established by the Board of Public Works. 


5/8 inch 
3/4 inch 

1 inch 
X^inch 

2 inch 

3 inch 

4 inch 
6 inch 
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Article VII T. Strength- of -Wastes Surcharge 


801 . 


802. 


b* 


803 . 


Liability for Surcharge. Each person who discharges indus- 
trial wastes into the public sewers shall be subject to a 
surcharge in addition to the regular sewerage service charge 
based on both the biochemical oxygen demand (or on the chemi- 
cal oxygen demand where BOD cwnnot be d®teriuined) and the 
suspended solids content of the w&ste s« if these wastes have 
a concentration greater than the following; 

a. A biochemical oxygen demand of 300 milligrams per 
liter; or, where BOD cannot be- determined, then, 
in lieu of BOB, a chemical oxygen demand of 600 
milligrams per liter. 

b. A suspended solids content of 350 milligrams per 
liter . 

Computation of Surcharge, The surcharge shall b© determined 
as follows; 

a. The excess pounds of BOB (or COB) and of suspended 
. solids will each be computed by first multiplying 
the customer's billing sewage voloase measured in 
units of 100 cubic feet for the current billing 
period by the factor 0.0062321 and then multiply- 
ing this product by the difference between (a) the 
concentrations measured in milligrams per liter of 
the BOB (or COB) and of the suspended solids respec- 
tively in the customer's sewage and .(b) the allowed 
concentrations set out in paragraph 801. The sur- 
charge for each constituent will then be determined 
by multiplying the excess pounds of each constituent 
by the appropriate rate of surcharge set out in para- 
graph 803. 

Rates of Surcharge . The rates of surcharge for each of the 

aforementioned constituents shall be as follows; 

a. For biochemical oxygen demand (BOD)--- 2.12 cents per pound 

b. For chemical oxygen demand (COD) where BOD cannot be 
determined--------------------------- 1.06 cents per pound 

c. For suspended solids------------------ 1.91 cents per pound 


804 . 


R evision of Rates of Surcharge , Prior to May 1 of each year , 
the General Auditor Of the City Utilities shall submit to the 
Board of Public Worte a comparison of the calculated unit costs 
for removing BOD and suspended solids from the Sewage Treatment 
Plant influent during the previous calendar year with the unit 
charges currently in effect in ©rd@r that the Board may determine 
whether the current rate® ©f surcharge are adequate or should be 
changed. 
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Article IX, Out-of-City Surcharge 


901 . Application of Surcharge. Any provisions in this ordinance 
or in any other ordinance or regulation of the City to the 
contrary notwithstanding, the charges for sewerage services 
rendered to customers situated outside the corporate limits 
of the City of Fort Wayne shall be two hundred percent of 
the charges which would be made for identical services rend- 
ered inside the corporate limits and which are prescribed 
in Article VII, Service Charges, and in Article VIII, Strength- 
of “Wastes Surcharges. 


Article X. Billing of Service Charges 


1001. 

Billing Period. Charges for sewerage service * aa 1 1 be pre- 
pared and billed by the General Office of the ity Utilities 
along with the bills for water service and shall be payable 
at the General Office at the fame time as the water bills. 

1002 . 

Liabilitv for Payment. The charges for sewerage service 

shall be billed to the person being billed for water serv- 
ice unless, by contract with the Utility, another person as- 
sumes such responsibility. If a tenant xs billed, the owner 
shall in no way be relieved of liability in the event pay- 
ment is not made by the tenant as herein required. Such 
owner shall have the right to examine the City'? collection 
records to ascertain whether such charges have been paid. 

1003 . 

First Billings. The rates, charges and surcharges fixed in 
this ordinance shall be extended to and cover any additional 
premises hereafter served without the need for any hearing 
or notice. If the first billing to a new customer covers a 
period other than a full billing month, then the- service 
charges for such billing shall 'be jaade in keeping with 
standard practice in the Water Utility, Subsequent sewer- 
age service billings shall he for periods coinciding with 
the billing periods for water service If such rates, 

charges and/or surcharges are changed, the- first billing 
after such change may also be for a period other than a 
full billing month in order to keep the sewerage ba lling 
periods coincident with the water billing periods. 

1004. 

City Subject to Charges. For sewerage service rendered 

to the City, the City shall be subject to the same rates 
and charges herein established for other persons or to 
rates and charges established in harmony herewith. 

1005 . 

Consolidation of Accounts. Where an industrial, cortcner- 

cial or other non -residential enterprise is operating in 
a unified manufacturing or service area composed of two_ 
or more contiguous parcels of real estate and is supplied 
with water through two or more meters, upon application by 
the owner or his authorized agent, a consolidation of the 
water meter readings shall be made for the purpose of cal- 
culating the sewerage service charge. 


1101 . 


1102. 


1103. 




1104 . 


Article XI. Delinq u ent Accounts 

How Delinquencies Arise. Charges for sewerage service levied 
pursuant to this ordinance shall be due and payable on or b - 
fore the due dates shown on the bills. Any service charfe :.r,t 
paid by the due date (approximately fifteen days after the b i I i 
is rendered) shall b© considered delinquent. Such delinquent 
charge together with any applied penalty shall be collectible 
as hereinafter set forth. 

Collection Through Shutting Off Water Service. Where the 
property having a delinquent sewerage account is served by 
the City's Water Utility, the City may, after mailing a writ- 
ten notice at least ten days in advance to the water consumer 
and to the property owner, shut off the water service to the 
property. The water service shall not be turned back on un- 
til the delinquent service charges and the costs of shutting 
off and turning on the water service have been paid. 

Collection Through the Tax Duplicate,, As provided by the 
Statutes of Indiana, delinquent sewerage service charges 
may be made a lien against the property served through cer- 
tification to the Auditor and to the Recorder of Allen Coun- 
ty. In such case, the delinquent service charges, together 
with a mandatory penalty' of ten percent, shall be placed on 
the tax duplicate and be collected in the same manner as 
regular taxes and assessments are collected. 

Collection Through Court Actions. In addition to the fore- 
going remedies, the City shall have the right to bring a 
civil action to recover any delinquent charges together with 
a penalty of ten percent and a reasonable attorney's fee. It 
shall also have the right, as provided by the Statutes of 
Indiana, to foreclose any lien established under the provi- 
sions of paragraph 1103, with recovery of the charge, a pen- 
alty of ten percent and a reasonable attorney's fee. 


V 


Article XII. Validity 


1201. Repeal of Conflicting Provisions. All the provisions of 
Chapter 26, entitled "Sewers and Sewerage System," of the 
Municipal Code of the City of Fort Wayne (1959 Edi ' ion) 
and the provisions of any ordinances and regulat ior s which 
may be in conflict with this ordinance are hereby repealed 
as of the date this ordinance takes effect. 

1202. Validation Clause „ The invalidity of any section, sen- 
tence, clause or provision in this ordinance shall not 
affect the validity of any other section, sentence, clause 
or provision of this ordinance which cars be given effect 
without such invalid part or parts . 


Article XII T. Effective Dates 


1301. General Provisions. Except as set out below in paragraph 1302, 
the, provisions of this ordinance shall be in full force and 
effect from and after its passage, approval by the Mayor and 
due legal publication thereof. 

1302 . Strength-* of -Wastes Surcharge Provisions. The provisions of 
Article VIII, entitled "Strength-of -Wastes Surcharge, " shall 
be in full force and effect from and after the billings for 
May 1971 . 


SECTION 2. This Ordinance shall be in full force 
and effect from and after its passage, approval by the Mayor, 
and legal publication thereof. 


Councilman 


AS TO FORM 



Read the first time in full and on motion by __ seconded by 

and duly adopted, read the second time by title and referred 

to the (Committee on) (and to the City Plan 

Commission for recommendation) (and Public Hearing to be held after due legal notice, 

at the Council Chambers, City Hall, Fopt Wayne, Indiana, on 

the day of 196 , at o'clock 



Passed (-L05T 1 ) by the following vote: 


AYES ___, NAYS ABSTAINED , ABSENT ; to -wit: 

Adams 

Dunifon 

Fay 
Geake 

Nuckols V' 

Robinson 

Rousseau 

Steigerwald 
Tipton 


Date % - X 3 - 7 / 

City Clerk 



Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as . 
■ ISg tT Png rMap-) (General) ( Annexation ) ( Spec! a !••)-(• Appropr-i at ion ) Ordinance (^esolu-b-to^nt No. .X/V 6 fr 7) 


on the - day of -/ A-y 

d 


196 2 L * 


ATTEST: (SEAL) 


. ■* y/ 







__ — -r 

Presiding Officer 




' City Clerk 

.•">X 

Presentecf °6y ’me to the Mayor of the City of Fort Wayne, Indiana, on the 7 if day 


of 


2 - J 


T 


_, 19 6i 7/ at the hour of f ■ J 




o'clock pj .M. ,E.S.T. 




Approved and signed by me this day of 


City Clerk 

-■ 2 -c- {y\AA~/%s^ti 


at the hour of / 0 ; f J- o'clock 2 .M«,E.S.T. 


t 


, 196 7 / , 


c -^d. 

Mayor ' ^ — "7 
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* Bill No. G-70-12-18 

REPORT OF THE COMMITTEE ON CITY UTILITIES 

We s your Committee on City Utilities to whom was referred an Ordinance 

amending Chapter 26 (Sewers and Sewerage System) of the Municipal Code of the City of 

Fort Wayne, Indiana, 1946, as amended. 



CONCURRED IN 

DATE_£__0i__7^ — FUAD G. BONAHOOM, CITY CLERK 


BILL NO. G-70-12 - !% 

GENERAL ORDINANCE NO. G-- 

AN ORDINANCE amending Chapter 26 (Sewers and 
Sewerage System) of the Municipal Code of the 
City of Fort Wayne, Indiana, 1946, as amended. 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

SECTION 1. That Chapter 26 (Sewers and Sewerage System) 
of the Municipal Code of the City of Fort Wayne, Indiana, 1946, 


as amended, is hereby revised and amended to read as follows: 
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FORT WAYNE MUNICIPAL, COD : 
CHAPTER 26 

SEWERS AND SEWERAGE SYSTEM 


Article I,. Jef init i ons 

Unless the context specifically indicates otherwise, the meanings of 

the following terms as used m this ordinance or as used in the rules 

and regulations adopted by the Board of Public Works to implement the 

provisions of this ordinance shall be as follows- 

101. "Biochemical Oxygen Demand" lor EOD) of sewage, sewage effluent 
polluted waters or industrial wastes shall mean the quantity of 
dissolved oxygen in milligrams per liter required during stabi- 
lization of the decomposable organic matter by aerobic biochem- 
ical action under standard laboratory procedures for five days 
at 20 degrees Centigrade, The laboratory determinations shall 
be made in accordance with procedures set. forth in "Standard 
Methods" (see 125) . 

102. "Building (or House) Drain" shall mean, that part of the lowest 
horizontal piping of a building drainage system which receives 
the discharge from soil, waste and other drainage pipes inside 
the walls' of the building and conveys it to a point approxi- 
mately three feet outside the foundation wall of the building. 

103. "Building (or House) Sewer" shall mean the pipe which is con- 
nected to the building (or house) dram at a point approxima- 
tely three feet outside the foundation wall of the building 
and which conveys the building's discharge from that point to 
the public sewer or other place of disposal. 

104. "Chemical Oxygen Demand" (or COD) of sewage, sewage effluent, 
polluted waters dr industrial wastes is a measure of the oxy- 
gen equivalent, of that portion of the organic matter in a sam- 
ple that is susceptible to oxidation by a strong chemical oxi- 
dant. The laboratory determination shall be made in accordance 
with procedures set forth in "Standard Methods". 

105. "City" shall mean the Cit.y of Fort. Wayne, Indiana, or any duly 
authorized officials acting i n its behalf. 

106. "Effluent" shall mean the water , together with any wastes that 
may be present, flowing out of a dram, -ever, receptacle or 
out 1 r t . 
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"Garbagt;" shall mean any solid wa-,t< .'from the preparation, 
cooking or dispensing of food and from the handling, storage 
or sale of produce . 

108. "Ground Garbage" shall mean garbage that, is shredded to such 
a degree that all particles will be carried freely in suspen- 
sion under the conditions normally prevailing in public sewers, 
with no particle being greater than one-half inch in dimension. 

109. "Industrial Wastes" shall mean any solid, liquid or gaseous 
substance or form of energy discharged, permitted to flow or 
escaping from an industrial, manufacturing, commercial or busi- 
ness process or from the development, recovery or processing 

of any natural resource. 

110. "Influent" shall mean the water, together with any wastes that 
may be present, flowing into a drain, sewer, receptacle or out- 
let . 

111. "Outlet" shall mean any outlet, natural or constructed, which 
is the point of final discharge of sewage or of treatment plant 
effluent into any watercourse, pond, ditch, lake or other body 
©£ surface or ground water. 

112. "Person" shall mean any individual, partnership, firm, company, 
association, society, corporation, institution or group. 

113. "pH" shall mean the logarithm (to the base 10) of the recipro- 
cal of the hydrogen ion concentration of a solution expressed 
in gram-atoms per liter of solution. 

114. "Receiving Stream" shall mean the watercourse, stream or body 
of water receiving the waters finally discharged from the sew- 
age treatment plant. 

115. "Residential Property Unit 1 ' shall mean a building under one 
roof designed, arranged and used primarily for dwelling purposes 
by a single family. 

116. "Sanitary Sewage" shall mean sewage discharged from the sani- 
tary conveniences of dwellings (including apartment houses and 
hotels), office buildings, factories or institutions and free 
from storm water, surface water and industrial wastes. 

117. "Service Charge" shall mean the basic assessment (based on 
water usage) levied on all users of the public sewerage system 
for wastes which do not exceed in strength the concentration 
values above which a strength-of -wastes surcharge will be made. 
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118. 


119. 

120 . 

121 . 


122 . 

123. 

124. 

125. 


"Sewage" shall mean the water-carried wastes from residence: , 
business buildings , institutions ana industrial establish- 
ments, singular or in any combination, together with such 
ground, surface and storm waters as may be present. 

"Sewage Treatment Plant" , or "Water Pollution Control Plant" , 
shall mean the arrangement of devices, structures and equip- 
ment used for treating and disposing of sewage and sludge. 

"Sewage Utility", or "Water Pollution Control Utility," shall 
mean all facilities for collecting, transporting, pumping, 
treating and disposing of sewage and sludge, namely the sew- 
erage system and the sewage treatment plant . 

“Sewer" shall mean a pipe or conduit for carrying sewage or 
other waste liquids . 

121.1. "Combined Sewer" shall mean a sewer which carries 
both storm, surface and ground-water runoff and 
sewage . 

121.2. "Public Sewer" shall mean a sewer in which all 
owners of abutting property have equal rights 
and which is controlled by public authority. 

121.3. "Sanitary Sewer" shall mean a sewer which carries 
sewage and to which storm, surface and ground 
waters and unpolluted industrial waste waters are 
not intentionally admitted. 

121.4. "Storm Sewer" shall mean a sewer which carries 
storm, surface and ground-water drainage but 
excludes sewage. 

"Sewer Engineer" shall mean the Chief Sewer Engineer of the 
City of Fort' Wayne or his duly authorized representative? 
the term shall be equivalent to the expression "Water Pollu- 
tion Control Engineer". 

"Sewerage System" shall mean the network of sewers and appur- 
tenances used for collecting, transporting and pumping sewage 
to the sewage treatment plant . 

"Shall" is mandatory? "may" is permissible. 

"Standard Methods" shall mean the examination and analytical 
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125. "Standard Methods" continued-- 

procedures set forth in the most recent edition of "Standard 
Methods for the Examination of Water and Wastewater" , publish- 
ed jointly by the American Public Health Association, the 
American Water Works Association and the Water Pollution Con- 
trol Federation* 

126. "Superintendent" shall mean the Superintendent of the Sewage 
Treatment Plant (or Water Pollution Control Plant) of the City 
of Fort Wayne or his duly authorized representative. 

127. "Surcharge" shall mean a charge for sewerage services in addi- 
tion to the basic service charge. 

127.1. "Out-of-City Surcharge*' shall mean the extra 
charges for sewerage service assessed customers 
situated outside the corporate limits of the 
City (designated QCS) . 

127.2. " Strength-of- Wastes Surcharge" shall mean the 
extra charges for sewerage service assessed 
customers whose sewage is of such a nature that 
it imposes upon the Sewage Utility a burden 
greater than that covered by the basic service 
charge . 

128. "Suspended Solids" shall mean solids which either float on 

the surface of or are in suspension in water , sewage or 
other liquid and which are removable by laboratory filtra- 
tion. Their concentration shall be expressed in milligrams 
per liter. Quantitative determinations shall be made in 
accordance with procedures set forth in "Standard Methods" . 

129. "Watercourse" shall mean a channel in ■ which a flow of water 
occurs either continuously or intermittently. 
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Article II. General 'Provisions 


201. Bylaws, Rules and Regulations. The Boiird of Public Works of 
the City of Fort Wayne shall, in accordance with the Statutes 
of Indiana, make and enforce whatever bylaws, rules and regu- 
lations it may deem necessary for the safe, economical and 
efficient management of the City's Sewage Utility, for the 
construction and use of building sewers and connections to 
the sewerage system, for the regulation, collection and re- 
funding of the rates and charges for sewerage service and, in 
general, for the implementation of the provisions of this 
ordinance . 

202, Requirements for Connecting to Public Sewers. No owner or 
occupant of any real property shall tap or drain either di- 
rectly or indirectly into any public sewer until a sewer tap 
permit has been obtained and until he has satisfied his obli- 
gation to pay all assessments, reimbursements or pro rata 
shares of sewer extension costs laid against that property 
for public sewers installed to serve it, A tap permit given 
in error or sewerage service charges billed to a property in 
error shall not operate to nullify any such obligation that 
has been duly recorded. 

■ Tap permits shall be obtained from the City's Permit Office 

and shall be issued only to licensed sewer tap contractors, 
who shall pay to the Sewage Utility a fee of ten dollars for 
each tap permit for a normal six- inch service, a fee of twenty 
dollars for each tap permit for a special six-inch service and 
a fee of twenty dollars- for each tap permit for a service 
larger than six inches. After making each sewer tap and build- 
ing sewer installation, the tap contractor shall notify the 
Sewer Engineer so that the tap and the building sewer can be 
inspected and approved before the excavation is backfilled. 

Any tap or building sewer installation not made in accordance 
with the foregoing provisions shall be deemed an illegal in- 
stallation and, upon discovery, shall be promptly disconnected 
at the expense of the property owner and shall remain discon- 
nected until the provisions of this paragraph 202 have been 
complied with. 

The Board of Public Works shall have the authority to require 
an owner of real property to disconnect from a building sewer 
which drains into a sanitary sewer any downspouts, yard drains 
or other drains which carry the runoff of natural precipita- 
tion. Property owners shall have thirty days after notice to 
comply with any such requirements. 


203. 


Extensions of Sewers Outside Corporate Limits . ■ The- installa- 
tion, construction or extension of sewers by the City outside 
the corporate limits of the City and the connection or exten- 
sion of sewers into the City's sewerage system from, by or for 
properties located outside such limits shall be prohibited, ex- 
cept upon prior approval by the Common Council of the City by 
duly enacted ordinance. 

204 . Connections to Sewerage System by Certain Out-of-City Properties. 

Notwithstanding the provisions of paragraph 203, the Board of 
Public Works of the City shall have the authority to permit a 
property located outside the corporate limits of the City to 
connect to an existing sewer which is part of the City's sewer- 
age-system, provided the property abuts, adjoins and is immed- 
iately contiguous to the street, alley or easement in which 
such sewer is located and provided the property owner or occu- 
pant has complied with the conditions set out in paragraph 202. 

205. Violations and Penalties. Any person found to be violating or 
failing to comply with any of- the provisions of paragraphs 202, 
301, 401 through 405, 501 through 503, 602 or 605 shall be served 
by the City with a written notice stating the nature of the viola 
tion and providing a reasonable time limit for its satisfactory 
correction. The offender shall, within the period of time stated 
in the notice, permanently cease all violations. 

• Any person who shall continue any violation beyond the stated 
time limit shall be guilty of a misdemeanor and, upon conviction 
thereof, shall be subject to a fine in any amount not less than 
$25.00 and not more than $100 . 00 . Each day in which any such 
violation shall continue shall be deemed a separate offense. 

Any person violating any of the provisions of the paragraphs set 
out above and convicted thereof shall become liable to the City 
for any. expense, loss or damage occasioned the City by reason 
of such violation. 

206. Amendment . The City of Fort Wayne reserves the right to amend 
this chapter of the Municipal Code, including the rates herein 
established, in part or in whole, as provided and permitted by 
the Statutes of Indiana, whenever it may deem it necessary. 


Article III. Prohibited • Industrie.]- Dj.:;cha!.wn- 

Prohibitions and Limitations. Except as hero inai t - -r prove o' 
no person shall discharge or cause to be discharged to any pul 
lie sewer any of the following described substances , wastes or 
waters. 


301.1. 

Any liquid or vapor having a temperature higher than 

160 degrees Fahrenheit. 

301.2 

Any waters or wastes containing more than 100 milligrams 
per liter of fats , oils,, greases or waxes. 

301.3 

Any gasoline , benzene, naptha , fuel oil or mineral oil 
or any other flammable or explosive liquid, solid or 
gas . 

301.4 

Any noxious or malodorous gas or substance which, either 
alone or by interaction with other wastes, is capable of 
creating a public nuisance or hazard to life or of 
preventing entry into sewers for their maintenance and 
repair . 

301.5 

Any garbage that has not been properly ground. 

301.6 

Any ashes, cinders, sand, mud, straw, shavings, wood 
metal, glass, rags, feathers, tar, plastics, paunch 
manure, butchers 8 offal or any other solid or viscous 
substances capable of causing obstruction to the flow 
in sewers or other interference with the proper opera- 
tion of the sewerage system or the Sewage Treatment 

Plant . 

301.7. 

Any waters or wastes containing phenols in excess of 

0.50 milligrams per liter. 

301.8. 

Any waters or wastes having a pH lower than 6 or 
higher than 10 or having any other corrosive prop- 
erty capable of causing damage or posing hazards 
to the structures, equipment or personnel of the 

Sewage Utility. 

301.9. 

Any waters or wastes containing any toxic substances 
in quantities that are sufficient to interfere with 
the biochemical processes of the Sewage Treatment Plant 
or that will pass through the Plant into the receiving 
stream in amounts exceeding the standards set by 
federal, interstate, state or other competent authority 


301.9 Continued-- 

having jurisdiction. Specifically included are any 
waters or wastes containing cadmium,, chromium, copper, 
iron, nickel, zinc or any other toxic ions, compounds 
or substances in concentrations or amounts exceeding 
the limits established from time to time by the Board 
of Public Works. 


301.10 Any cyanides, as CN ions, in excess of one milligram 

per liter in any wastes discharged into a public sewer 


301.11 Any waters or wastes containing acid metallic pick- 
ling wastes or concentrated plating solutions, whether 
neutralised or not . 


301.12 Any toxic radioactive isotopes, without a - special per- 
mit. The radioactive isotopes I and P used in 

hospitals are not prohibited, if they are properly di- 
luted before being discharged into the sewerage system 


301.13 Any waters or wastes that for a duration of 15 minutes 
or more have a concentration more than 5 times the 
average concentration of the BOD or the suspended 
solids of the customer’s sewage discharged during a 
twenty-four-hour period of normal operations. 

301.14 Any waters or wastes containing suspended solids of 
such character and quantity thaturmsual provision, 
attention and expense would be required to handle 
such materials at the Sewage Treatment Plant, its 
pumping stations or other facilities. 


302. Responsibility for Obstructing or Damaging Sewers® If a pub- 
lic sewer becomes obstructed or damaged because any of the 
aforementioned substances were improperly discharged, the 
person or person's responsible for such discharge shall be 
billed and shall pay for the expenses incurred by the City 

in cleaning out, repairing or rebuilding the sewer. 

303. Special Agreements. No statement contained in this article 
shall be construed as prohibiting any special agreement or 
arrangement between the City and any person whereby an indus- 
trial waste of unusual strength or character may be accepted 
by the City for treatment either with or without pretreatment, 
provided there is no impairment of the functioning of the Sew- 
age Utility by reason of the admission of such wastes and no 

<w extra costs are incurred by the City without recompense by 

the person. 


Article IV. Admissible .r.dus r . . _ Waste . , 

401. Prior Approval for Certain Wastes. Review and acceptance by 
the Superintendent shall be obtained pr^or to the discharge 
into the public sewers by any person of sewage whose wastes 
have ? 

401.1 A BOD greater than 300 milligrams per liter. 

401.2 A suspended- solids content greater than 350 
milligrams per liter. 

401.3 Other contaminants or characteristics which* 
from their nature or quantity* might be harm- 
ful to the structures, processes or operations 
of the Sewage Utility or to health, whether by 
themselves or through interacting with other 
wastes in the public sewers. 

402. Fretreatment Facilities. When* after making such a review, 
the Superintendent concludes that, before the person dis- 
charges his wastes into the public sewers, he must modify or 
eliminate those constituents which would be harmful to the 
structures, processes or operations of the Sewage Utility or 
injurious to health, then the person shall either modify his wastes; 
at the point or origin or shall provide and operate at his own 
expense such preliminary treatment or processing facilities as 

may be determined to be necessary to render his wastes acceptable 
for a&nission to the public sewers. 

403. Prior Approval of Pretreatment Facilities. Plans, specifications 
and any otherpertinent information relating to proposed prelim- 
inary treatment or processing facilities shall be submitted to 
the City for examination and approval and no construction of such 
facilities shall begin until the City, through its Board of Public 
Works, has given its written approval. Such approval shall not 
exempt the person from ..the obligation to make further reasonable 
adaptations of such facilities when such adaptations prove neces- 
sary to secure the results desired. 

404. Operation of Pretreatment Facilities, Where such preliminary 
treatment facilities are provided, they shall be maintained 
continuously in satisfactory and effective operating condition 
by the person at his own expense and shall be subject to peri- 
odic inspection by the City. The person shall maintain suit- 
able operating records and shall submit to the Superintendent 
such monthly summary reports of the character of the influent 
and effluent as the latter may prescribe. 
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Crease ana Sand Traps. Whenever the Board of Pul lie Work.; 
determines that interceptors or traps are needed to protect 
the sewerage system or the operations of the Sewage Treatment 
Plant from grease, oil, sand or similar substances occuring 
in a customer’s sewage, then such traps shall be installed by 
the customer on his own lines at his own expense and shall be so 
maintained by him that none of such substances can be carried 
ever into the public sewers. All traps shall meet the City's 
standards as to construction, location and installation. 


Article V. Control of Admissible Industrial Wastes 


501. Submission of Data on Industrial Wastes ♦ Any person who dis- 
charges industrial wastes into the City’s sewerage system, 
either directly or indirectly, shall, upon the written re- 
quest of the Board of Public Works, fill out and file with 
the City within ninety days an Industrial Waste Questionnaire 
to be furnished by the City, in which he shall set out the 
quantity and characteristics of the wastes discharged into 
the City's sewerage system. Similarly, any person desiring 
to establish a new connection to a public sewer for the pur- 
pose of discharging industrial wastes may be required to fill 
out and file such a questionnaire, which shall include actual 
or predicted data relating to the quantity and characteristics 
of the wastes to be discharged. 

Wien special circumstances such as the size or complexity of 
his sewage disposal problem would make complying with the time 
schedule cited above an unreasonable burden on the person, an 
extension of time, not to exceed ninety days, may be granted 
by the Board of Public Works upon presentation of a proper 
application. 

502. Control Manholes. Any person discharging industrial wastes 
into a public sewer, either directly or indirectly, may be 
required by the Board of Public Works, upon the recommenda- 
tion of the Superintendent, to construct and maintain at his 
own expense one or more control manholes at a specified loca- 
tion or locations to facilitate the observation, measurement 
and sampling of his wastes. Such manhole shall be constructed 
in accordance with the standards and specifications of the City 
The Board may also require the person to install and maintain 
in any such manhole at said person's expense an approved vol- 
ume measuring device. Plans for the installation ©f control 
manholes and related equipment must be approved by the Board 

of Public Works, upon the. recommendation of the Superintendent 
and the Sewer Engineer, before construction is begun. 

503. Waste Sampling. Any industrial wastes discharged into the 
public sewers shall be subject to periodic inspection and 
determination of character and concentration . The examina- 
tion shall be made . as often as the Superintendent deems it 
necessary and may include the use of suitable continuously 
monitoring instruments in appropriate cases. Samples shall 

be collected either manually or by approved mechanical devices 
and in such a manner as to be representative of the overall 
composition of the wastes. Every care shall be exercised in 
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503- Waste Sampling continued- - 

collecting the samples to insure their preservation , until 
analyzed, in a state comparable to that at the time the 
samples were collected. 

The installation, operation and maintenance of the sampling 
facilities shall be the responsibility of the person dis- 
charging the wastes and shall be subject to the approval of 
the Board of Public Works. Access to sampling facilities 
shall be granted at all times to the Superintendent or his 
duly authorized representative. 

504. Waste Analyses. Laboratory procedures used in the examina- 
tion of industrial wastes shall be those set forth in "Stand- 
ard ' Methods " . However, alternative methods for certain anal- 
yses of industrial wastes may be used subject to mutual agree 
rnent between the Superintendent and the customer. The City 
shall make, without charge to the customer, the initial anal- 
ysis and regular periodic check analyses of the customer's 
wastes as well as other tests the Superintendent may deem 
advisable. Analyses made by the City at the request of the 
customer shall be charged to the customer according to the 
Utility's standard work order billing practices. All such 
analyses shall be binding in determining str@ngth»o£ -wastes 
surcharges and other matters dependent upon the character 
and concentration of wastes. 

505. Use of Representative Analyses. Until an adequate analysis 
of a representative sample of customer's wastes has been 

■ obtained, the City may, for the purposes of this ordinance, 
make a determination of the character and concentration of 
his wastes by using data based on analyses of similar pro- 

* cesses or data for his type of business that are available 
from the Water Pollution Control . Administration of the U.S. 
Department of the Interior or from industry-recognized 
authoritative sources. This method, if selected by the 
City, shall continue at the City's pleasure or until an 
adequate analysis has been made. 
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Article VI. 


Service Charges 3a sec on Water ' Usage 


601. Water Obtained from the City's Water Utility , The charges made 
for sewerage service rendered to each lot, parcel of real es- 
tate or building having any connection with the City's sewerage 
system or otherwise discharging sewage into that system, either 
directly or indirectly, shall be based upon the quantity of 
water presumed to enter the public sewers after being used in 
or on the property, as the quantity is measured by the water 
meter or meters there in use by the City 8 s Water Utility, ex- 
cept as herein otherwise provided. 

602. Water Obtained from Other Sources. Where the property obtains 
any part or all of the water used from sources other than the 
City's Water Utility, the owner or the tenant may be required 
by the City to install and maintain at his own expense a meter 
or meters acceptable to the City for the purpose of measuring 
the quantity of water obtained from these other sources, or 
the City may determine the quantity of such water by whatever 
means and methods it may find practicable. 

603. Exempt Water » General, Where a significant portion of the 
metered water does not and cannot enter the sewerage system, 
either directly or indirectly and where the quantity of water 
entering the premises averages more than 2000 cubic feet per 
month, the person having charge of the property may request 
permission from the City to install at his own expense either 
an approved meter or meters to determine the quantity of water 
that cannot enter the sewerage system or an approved sewage 
measuring device or devices to determine the volume of sew- 
erage that actually enters the sewerage system? when appro- 
priate, the City reserves the right to determine by whatever 
other means and methods it may find practicable the percent- 
age of the property's inetered water that enters the sewerage 
system. In any such case the service charge shall be based 

on the quantity of water than can or actually does enter the 
public sewers but in no' case shall it be less than the minimum 
charge for the size of service installed. 


604 . 


F.vemnt Water- Si^r i nk 1 i ng_. -A single-: nnily residential waU •• 
customer “who uses substantial amounts ot water tor spni.K. ■ 
shall , upon his written request, be billed for sewerage serv- 
ice rendered in the four consecutive monthly billing periods 
for which the regularly scheduled meter readings are maae 
after June 14 an amount based on such customer’s average water 
consumption during the two prior months of March and Apri.„. 
Averages resulting in fractions of one hundred cubic feet - ^1. 
be raised to the next whole number of hundred cubic feet, 
no case, however, shall the charge be leas than the minimum 
for the size of service installed. 


Each such sprinkling exemption shall go into effect as of the 
billing period which begins after the customer's request is 
received, provided that, such period is one of the four cited 
above, and shall remain in effect at least through the current 
sprinkling season and then through the sprinkling season of 
each year thereafter, until rescinded by the customer. 

The City may allow an exemption for billing periods other 
than those cited above, provided the customer demonstrates 
to the City’s satisfaction that hxs sprinkling load in such 
periods justifies an exemption. 

Notwithstanding any of the foregoing provisions, where it is 
evident that a residential water customer uses substantially 
more water for non-sprinkling purposes daring the sprinkling 
season than he does during. March and April, he shall not be 
eligible for the sprinkli.ng exemption but shall be billed on 
the basis of the water actually used. However, such customer 
may, at his own expense and with the City's approval, install 
a secondary meter or meters on that portion of his water supply 
system which serves only his sprinkling load so as to measure 
directly the amount of water that does not enter the public 
sewers. 

The provisions of this section shall not apply to any custo- 
mer who uses any part of his water for any commercial or 
industrial purposes. 

605. Metering of Sewage , The City may require a person to in- 
stall and maintain at his own expense an approved device to 
measure directly the volumes of wastes discharged to the sewer- 
age system if these volumes cannot otherwise be determined 
from the metered-wat.er consumption records. The City shall 
inspect and approve such installations and no such device, 
once installed, shall be removed without the City’s approval. 
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Article VII . 


Service Charges 



\ 


t 


701. Volume Charges . The water usage schedule upon which charges 
for service rendered by the Sewage Utility shall be based 
and the rates and charges based thereon shall be as follows: 


Billing Cubic Feet of Water 
Used per Month 


Rate per 

100 Cubic Feet 


First 

500 

$ 0.30 

Next 

1,500 

.28 

Next 

2,500 

.27 

Next 

7,500 

.26 

Next 

18,000 

.24 

Next 

20,000 

.23 

Next 

50,000 

.22 

Next 

50,000 

.20 

Next 

150,000 

.19 

Next 

150,000 

. 18 

Over 

450,000 

.10 


702. 


Minimum Charges . Where the customer is a metered water con- 
sumer and has no additional sources of water, he shall pay, 
regardless of his water usage, at least the appropriate min- 
imum monthly ch^g© as set forth below, which charge shall 
be based on the size of the water meter installed and for 
which the customer shall be entitled to the quantity of sew- 
erage service set forth in the water usage schedule in para- 
graph 701. 

Minimum 



5/8 inch 
3/4 inch 

1 inch 
l^inch 

2 inch 

3 inch 

4 inch 
6 inch 


$ 1.50 
2.00 
3 .40 
6.75 


81.00 


Where the customer is not a metered; water consumer or is a 
metered water consumer with other sources of water, his 
minimum monthly charge and the quantity of sewerage service 
to which he shall be entitled for such charge shall be de- 
termined by rules established by the Board of Public Works. 


1 - 



Article VIII. Strength- of -Wastes Surer. areje 


801. Liability for Surcharge. Each person who discharges indus- 
trial wastes into the public sewers shall be subject to a 
surcharge in addition to the regular sewerage service charge 
based on both the biochemical oxygen demand (or on the chemi- 
cal oxygen demand where BOD cannot be determined) and the 
suspended solids content of the wastes, if these wastes have 
a concentration greater than the following? 

a. A biochemical oxygen demand of 300 milligrams per 
liter? or, where BOD cannot be determined, then, 
in lieu of BOD, a chemical oxygen demand of 600 
milligrams per liter. 

b. A suspended solids content of 350 milligrams per 
liter. 

802. ■ Computation of Surcharge. The surcharge shall be determined 

as follows? 

a. The excess pounds of BOD (or COD) and of suspended 
solids will each be computed by first multiplying 
the customer's billing sewage volume measured in 
units of 100 cubic feet for the current billing 
' period by the factor 0.0062321 and then multiply- 
ing this product by the difference between (a) the 
concentrations measured in milligrams per liter of 
the BOD (or COD) and of the suspended solids respec- 
tively in the customer's sewage and (b) the allowed 
concentrations set out in paragraph 801. The sur- 
charge for each constituent will then be determined 
by multiplying- the excess pounds of each constituent 
by the appropriate rate of surcharge set out in para- 
graph 803. 

803. Rates of Surcharge . The rates of surcharge for each of the 
aforementioned constituents shall be as follows? 

a. For biochemical oxygen demand (BOD)--- 2.12 cents per pound 

b. For chemical oxygen demand (COD) where BOD cannot be 
determined---------------------------- 1.06 cents per pound 

c. For suspended solids------------------ 1.91 cents per pound 




804 . 


Revision of Rates of Surcharge . Prior to May 1 of each year, 
the General Auditor of the City Utilities shall submit to the 
Board of Public Works a comparison of the calculated unit costs 
for removing BOD and suspended solids from the Sewage Treatment 
Plant influent during the previous calendar year with the unit 
charges currently in effect in order that the Board may determine 
whether the current rates of surcharge are adequate or should be 
changed . 
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Article IX. Out-of-City Surcharge 


901 . Application of Surcharge. Any provisions in this ordinance 
or in any other ordinance or regulation of the City to the 
contrary notwithstanding, the charges for sewerage services 
rendered to customers situated outside the corporate limits 
of the City of Port Wayne shall be two hundred percent of 
the charges which would be made for identical services rend- 
ered inside the corporate limits and which are prescribed 
in Article VII, Service Charges, and in Article VIII, Strength- 
of -Wastes Surcharges. 



Article X. Billing of Service. CTfarges 

1001. 

Billing Period. Charges for sewerage service shall be pre- 
pared and billed by the General Office of the City Utilities 
along with the bills for water service and shall be payable 
at the General Office at the same time a-s the water bills. 

1002 . 

Liability for Payment. The charges for sewerage service 

shall be billed to the person being billed for water serv- 
ice unless, by contract with the Utility, another person as- 
sumes such responsibility. If a tenant is billed, the owner 
shall in no way 'be relieved of liability in the event pay- 
■ merit is not mad® by the tenant as herein required. Such 
owner shall have the right to examine the City's collection 
records to ascertain whether such charges have been paid. 

1003 • 

First Billings. The rates, charges and surcharges fixed in 
this ordinance shall be extended to and cover any additional 
premises hereafter ■ served without the need for any hearing 
or notice. If the first billing to a new customer covers a 
period other than a full billing month, then the service 
charges for such billing shall be roade^ in keeping with 
standard practice in the Wafer Utility. Subsequent sewer- 
age service billings shall be for periods coinciding with 
the billing periods for water service. If’ such rates, 
charges and/or surcharges are changed, the first billing 
after such change may also be for a period other than a 
full billing month in order to keep the sewerage bi lling 
periods coincident with the water billing periods. 

1004 . 

City Subject to Charges. For sewerage aervice rendered ' 

to the City, the City shall be subject to the same rates 
and charges herein established for other persons or to 
rates and charges established in harmony herewith. 

1005. 

Consolidation of Accounts. Where an industrial, comer- 

cial or other non-residential enterprise is operating in 
a unified manufacturing or service area composed of two_ 
or more contiguous parcels of real estate and is supplied 
with water through' two or more meters, upon application by 
the owner or his authorized agent, a consolidation of the 
water meter readings shall be made for the purpose of cal- 
culating the sewerage service charge. 



Article XI. Delinquent Accounts 


1101. How Delinquencies Arise. Charges for sewerage service levied 
pursuant to this ordinance shall be due and payable on or be- 
fore the due dates shown on the bills. Any service charge not 
paid by the due date (approximately fifteen days after the bill 
is rendered) shall be considered delinquent. Such delinquent 
charge together with any applied penalty shall be collectible 
as hereinafter set forth* 

1102 . Collection Through Shutting Off Water Service. Where the 
property having a delinquent sewerage account is served by 
the City's Water Utility, the City may, after mailing a writ- 
ten notice at least ten days in advance t© the water consumer 
and to the property owner; shut off the water service to the 
property* The water service shall not be turned back on un- 
til the delinquent service charges and the costs of shutting 
off and turning on the water service have been paid. 

1103. Collection Through the Tax Duplicate. As provided by the 
Statutes of Indiana, delinquent sewerage service charges 
may be made a lien against the property served through cer- 
tification to the Auditor and to the Recorder of Allen Coun- 

i ty. In such case, the delinquent service charges, together 

with a mandatory penalty of ten percent, shall be placed on 
the tax duplicate and be collected. in the same manner as 
' regular taxes and assessments are collected. 

1104. Collection Through Court Actions. In addition to the fore- 
going remedies, the City shall have the right to bring a 
civil action to recover any delinquent charges together with 
a penalty of ten percent and a reasonable attorney's fee. It 
shall also have the right, as provided by the Statutes of 
Indiana, to foreclose any lien established under the provi- 
sions of paragraph 1103, with recovery of the charge, a pen- 
alty of ten percent and a reasonable attorney's fee. 


1201 . 


Article XII. Validity 

Repeal of Conflicting Provisions. All the provisions of 
Chapter 26, entitled "Sewers and Sewerage System," of the 
Municipal Code of the City of Fort Wayne (1959 Edition) 
and the provisions of any ordinances and regulations which 
inay be in conflict with this ordinance are hereby repealed 
as of the date this ordinance takes effect. 

1202. . Validation Clause. The invalidity of any section, sen- 
tence, clause or provision in this ordinance shall not 
affect the validity of any other section, sentence, clause 
or provision of this ordinance which can be given effect 
without such invalid part or parts. 


Article XIII. Effective Dates 

1301. General Provisions . Except as set out below in paragraph 1302, 
the provisions of this ordinance shall be in full force and 
effect from and after its passage, approval by the Mayor and 
due legal publication thereof. 

1-302 . Strength- of -Wastes Surcharge Provisions, The provisions of 
Article VIII, entitled "Strength- of -Wastes Surcharge," shall 
be in full force and effect from and after the billings for 
May 1971 . 


j 






Read the first time in full and on motion by 






A 




seconded by 


and duly adopted, read the second time by title and referred 


to the (Committee on) 


7 


& 


7 T 

zrVb 


U ( and to the Gity-P-lan 


'^GommirS&ion-Jor— recommendation) (and -Public Hearing to^be held after due legal notice 

at— tbe--Counei4 -Chambers , City Hall , Fopt Wayne, Indiana, on ' 

the. dav of 1,96 - , a t 


'clock 


• -P-.-M^^-E.SvT. 

Date: / x / .r - ? o 







City Clerk 


Read the third time in full and on motion by 

seconded by and duly adopted, placed on its passage. 

Passed (LOST) by the following vote: 

AYES , NAYS , ABSTAINED , ABSENT to-wit: 


Adams 

Dunifon 

Fay _ 

Geake 

Nuckols _ _____ 

Robinson 

Rousseau 

Steigerwald _____ 

Tipton 

Date / •>- - -?-y - 7 & 

City Clerk 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
GZohiag^Map ) (General ) (Annexatr©n-)(SpecialHApprepriati-on) Ordinance (Resolution) No..^ - 

on the day of , 19b . 


ATTEST: (SEAL) 


of 


City Clerk Presiding Officer 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
, 196_ at the hour of 


day 


o'clock .M.jE.S.T. 


City Clerk 


Approved and signed by me this 
at the hour of o'clock 


day of 


, 196 


.M.jE.S.T. 



Mayor 


56-150-13 


December 9* 1960 


Mr. J . Robert Arnold 
City Attorney 
1120 Lincoln Bank Tower 
Fort Wayne., Indiana 

Dear Mr. Arnold: 

Please prepare an ordinance to be introduced in the Common 
Council Dec. 15, 1970, for the following: 

Revision of Chapter 26 as submitted “Sewers and Sewerage System” 
of the Fort Wayne Municipal Code. 

Yours truly. 


Fred S. Ehrman 
Robert W. Dahman 
Seorqe F. Gable 

BOARD OF PUBLIC WORKS 

ic 

end. 





REVISION OF CHAPTER 26 
SEWERS AND SEWERAGE SYSTEM 
FORT WAYNE MUNICIPAL CODE 


November 23, 1970 


Revised January 19 


1971 



PHONE 743-0178 UTILITIES 308 E. BERRY STREET 

FORT WAYNE 2. INDIANA 

November 23, 1970 


Members of the Common Council 
City of Fort Wayne 

SUBJECT: Revision of Chapter 26, Sewers and Sewerage System, 

Fort Wayne Municipal Code 

Gentlemen: 



This rewriting of Chapter 26, Sewers and Sewerage System, 
of the Fort Wayne Municipal Code is the only substantive revision of 
the provisions governing the Sewage Utility other than rate changes 
made in 1959 and 1969 since the beginning of the operation of the 
Sewage Treatment Plant in 1940. 


The revision is intended to accomplish three objectives, 
as follows: 

1. To update those provisions of the original 
ordinance #2024 and subsequent ordinances 
covering the operation of the Sewage Utility 
to meet present-day problems. 

2. To give the Board of Public Works authority 
to exclude or require pretreatment of any 
industrial or commercial waste that is con- 
sidered to be deleterious to the sewerage 
system or to the Sewage Treatment Plant 
operation . 



3. To provide equitable surcharges for treat- 
ing commercial and industrial wastes having 
concentrations of biochemical oxygen demand 
(BOD) and/or suspended solids in excess of 
certain prescribed limits. 


Members of the Common Council 
page two 

November 23, 1970 


In recent years, discharge of industrial and commercial 
wastes into the sewerage system has given rise to a number of com- 
plex problems and Henry B. Steeg & Associates, who were engaged in 
a number of engineering projects for the Sewage Utility, were asked 
to study these problems and make recommendations. Their study pin- 
pointed a number of local industries discharging high strength wastes 
for which present sewerage charges, based solely on volume, do not 
equitably reimburse the Utility for the cost of treating such high 
strength wastes. 

Exhibit A attached lists nine industries whose industrial 
wastes accounted for approximately thirty percent of the biochemical 
oxygen demand (BOD) required in the Sewage Utility's treatment oper- 
ations during 1969. 

The additional BOD (in excess of 300 milligrams per liter) 
required to treat wastes discharged by these nine industries is equiv- 
alent to a sewage load of 65,000 people. It is thus evident that 
these industries should pay additional charges for the treatment of 
their high strength waste discharges. 

There are undoubtedly additional firms in Fort Wayne for 
which waste samples have not yet been analyzed whose wastes would 
be of sufficient strength to subject them to sewage strength sur- 
charges under the proposed ordinance. Among these are food proc- 
essors, such as Eskay Dairy (Beatrice Foods) and Borden's, and 
borderline cases, based on sample analyses taken in other cities, 
such as some restaurant operations and perhaps some laundromats. 

While the ordinance as a whole would be effective upon 
its passage, approval by the Mayor and due legal publication, it 
should be noted that the high strength surcharges would not become 
effective until the June 1971 billings. We believe this will give 
those firms which will be affected by the surcharge an opportunity 
to modify their operating procedures in order to eliminate or re- 
duce the surcharges for their wastes. 

The ordinance sets up a charge of 2.12t for each pound 
of excess BOD in the customer's waste discharge and 1.91t for each 
pound of excess suspended solids. 


Members of the Common Council 
page three 
November 23, 1970 


Such charges for treating high strength commercial and 
industrial wastes are now required if any municipality is to obtain 
a federal grant for construction of sewage treatment works. The 
recently adopted federal policy set out in Section 601.34 of the 
rules issued by the Federal Water Quality Administration under the 
authority of the Federal Water Pollution Control Act and published 
in the Federal Register of July 2, 1970, requires (1) pretreatment 
or exclusion of industrial wastes if such are deleterious to a city' 
treatment operation or sewerage system and (2) an equitable system 
of cost recovery for industrial wastes treated by its treatment 
plant . 


This rewriting of Chapter 26 of the Municipal Code meets 
the requirements as set out in the Federal Register. 

Respectfully submitted 

Ronald L. Bonar 
Chief Sewer Engineer 


rmb 

enclosures 


EXHIBIT A 



© 


CHARGES TO NINE HIGH STRENGTH SEWAGE CUSTOMERS BASED ON 
LATEST ANALYSES AND USAGES FOR 12 MONTHS ENDING OCTOBER 1970 


Customer 

Latest 

BOD 

mg/1 

Waste Analysis 
Susp. Solids 
mg/1 

Sewage Billing 
Volume (100 CF) 

12 Months Ending 
October 1970 

Annual 

Volume 

Charge 

Annual 

Strength 

Surcharge* 

Total 

Annual 

Charge 

Population 

Equivalent** 

of 

Excess BOD*** 

Falstaff Brewing Company 

2,134 

607 

190,538 

$ 24,288 

$ 51,998 

$ 76,286 

35,097 

Old Crown Brewing Company 

3,123 

1,451 

5,372 

1,309 

2,708 

4,017 

1,523 

Wayne Cooperative Dairy 

835 

390 

75,982 

12,832 

5,733 

18,565 

4,083 

Allen Dairy Products 

4,390 

271 

23,067 

4, 937 

12,465 

17,402 

9,476 

Tonne Dairy 

735 

215 

2,707 

687 

156 

843 

118 

Seyfert's Foods 

1,880 

4,770 

46,301 

9,248 

34,025 

43,273 . 

7,348 

Cover-All Rental 

930 

1,030 

52,391 

10, 300 

8,602 

18,902 

3,315 

Slick’s Laundry 

359 

233 

14,838 

3,341 

116 

3,457 

88 

Auburn Tankage 

3,050 

2,680 

15,529 

3,480 

9,949 

13,429 

4,289 




426,725 

$70,422 

$125,752 

$196,174 

65,337 


*During 1969, the raw sewage flowing into the Sewage Treatment Plant had an average BOD content of 166 mg/1 and an 
average suspended solids content of 179 mg/1. The proposed ordinance allows 300 mg/1 of BOD and 350 mg/1 of sus- 
pended solids in a customer's sewage before the surcharge becomes applicable; above this level of strength, unit 
charges of 2.12d per pound of excess BOD and 1.91d per pound of excess suspended solids are made. 

**Based on 0.17 pounds per day per capita of BOD in domestic sewage. 

***The excess over 300 mg/1 of BOD in customer's raw sewage discharge. 


11-16-70 
S . E c S o /rmb 


Revision of Chapter 26, Municipal Code 


This is a revision of Chapter 26, titled Sewers and 
Sewerage System, of the Fort Wayne Municipal Code. The revi- 
sion of this Chapter incorporates needed changes covering the 
exclusion, pretreatment and/or controlled discharge of indus- 
trial wastes at their points of origin when the protection 
and operation of the City's sewage collection and treatment 
facilities require. It also establishes charges for treating 
industrial wastes that have been accepted into the City's 
sewerage system and that have strengths in excess of normal 
sewage in order that the producers of high-strength indus- 
trial wastes shall equitably bear the extra costs of provid- 
ing treatment for such wastes. 

The summer sprinkling period is reduced from six 
months, May through October, to four months, June through 
September. During this period, an individual residential 
customer may, on his written request to the Utility, be 
billed for sewerage services according to his average water 
consumption during the months of March and April. 

Penalties to be imposed for violations of specific 
sections of Chapter 26 are established. 
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FORT WAYNE MUNICIPAL CODE 
CHAPTER 26 

SEWERS AND SEWERAGE SYSTEM 


Article I. Definitions 

Unless the context specifically indicates otherwise, the meanings of 

the following terms as used in this ordinance or as used in the rules 

and regulations adopted by the Board of Public Works to implement the 

provisions of this ordinance shall be as follows: 

101. "Biochemical Oxygen Demand" (or BOD) of sewage, sewage effluent, 
polluted waters or industrial wastes shall mean the quantity of 
dissolved oxygen in milligrams per liter required during stabi- 
lization of the decomposable organic matter by aerobic biochem- 
ical action under standard laboratory procedures for five days 
at 20 degrees Centigrade. The laboratory determinations shall 
be made in accordance with procedures set forth in "Standard 
Methods" (see 125) . 

102. "Building (or House) Drain" shall mean that part of the lowest 
horizontal piping of a building drainage system which receives 
the discharge from soil, waste and other drainage pipes inside 
the walls of the building and conveys it to a point approxi- 
mately three feet outside the foundation wall of the building. 

103. "Building (or House) Sewer" shall mean the pipe which is con- 
nected to the building (or house) drain at a point approxima- 
tely three feet outside the foundation wall of the building 
and which conveys the building's discharge from that point to 
the public sewer or other place of disposal. 

104. "Chemical Oxygen Demand" (or COD) of sewage, sewage effluent, 
polluted waters or industrial wastes is a measure of the oxy- 
gen equivalent of that portion of the organic matter in a sam- 
ple that is susceptible to oxidation by a strong chemical oxi- 
dant. The laboratory determination shall be made in accordance 
with procedures set forth in "Standard Methods". 

105. "City" shall mean the City of Fort Wayne, Indiana, or any duly 
authorized officials acting in its behalf. 

106. "Effluent" shall mean the water, together with any wastes that 
may be present, flowing out of a drain, sewer, receptacle or 
outlet . 


107. "Garbage" shall mean any solid wastes from the preparation, 
cooking or dispensing of food and from the handling, storage 
or sale of produce. 

108. "Ground Garbage" shall mean garbage that is shredded to such 
a degree that all particles will be carried freely in suspen- 
sion under the conditions normally prevailing in public sewers, 
with no particle being greater than one-half inch in dimension. 

109. "Industrial Wastes" shall mean any solid, liquid or gaseous 
substance or form of energy discharged, permitted to flow or 
escaping from an industrial, manufacturing, commercial or 
business process or from the development, recovery or proc- 
essing of any natural resource carried on by any person as 
defined in 112. 

110. "Influent" shall mean the water, together with any wastes that 
may be present, flowing into a drain, sewer, receptacle or out- 
let . 

111. "Outlet" shall mean any outlet, natural or constructed, which 
is the point of final discharge of sewage or of treatment plant 
effluent into any watercourse, pond, ditch, lake or other body 
of surface or ground water. 

112. "Person" shall mean any and all persons, natural or artificial, 
including any individual, firm, company, municipal or private 
corporation, association, society, institution, enterprise, 
governmental agency or other entity. 

113. "pH" shall mean the logarithm (to the base 10) of the recipro- 
cal of the hydrogen ion concentration of a solution expressed 

in gram-atoms per liter of solution. 

114. "Receiving Stream" shall mean the watercourse, stream or body 

of water receiving the waters finally discharged from the sew- 

age treatment plant . 

115. "Residential Property Unit" shall mean a building under one 
roof designed, arranged and used primarily for dwelling pur- 
poses by a single family. 

116. "Sanitary Sewage" shall mean sewage discharged from the sani- 
tary conveniences of dwellings (including apartment houses and 
hotels), office buildings, factories or institutions and free 
from storm water, surface water and industrial wastes. 

117. "Service Charge" shall mean the basic assessment (based on 
water usage) levied on all users of the public sewerage sys- 
tem for wastes which do not exceed in strength the concen- 
tration values above which a strength-of-wastes surcharge will 
be made . 
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118. "Sewage" shall mean the water-carried wastes from residences, 
business buildings, institutions and industrial establish- 
ments, singular or in any combination, together with such 
ground, surface and storm waters as may be present. 

119. "Sewage Treatment Plant", or "Water Pollution Control Plant", 
shall mean the arrangement of devices, structures and equip- 
ment used for treating and disposing of sewage and sludge. 

120. "Sewage Utility", or "Water Pollution Control Utility," shall 
mean all facilities for collecting, transporting, pumping, 
treating and disposing of sewage and sludge, namely the sew- 
erage system and the sewage treatment plant. 

121. "Sewer" shall mean a pipe or conduit for carrying sewage or 
other waste liquids. 


121.1. "Combined Sewer" shall mean a sewer which carries 
both storm, surface and ground-water runoff and 
sewage . 

121.2. "Public Sewer" shall mean a sewer in which all 
owners of abutting property have equal rights 
and which is controlled by public authority. 

121.3. "Sanitary Sewer" shall mean a sewer which carries 
sewage and to which storm, surface and ground 
waters and unpolluted industrial waste waters are 
not intentionally admitted. 


121.4. "Storm Sewer" shall mean a sewer which carries 
storm, surface and ground-water drainage but 
excludes sewage. 


122. "Sewer Engineer" shall mean the Chief Sewer Engineer of the 
City of Fort Wayne or his duly authorized representative; 
the term shall be equivalent to the expression "Water Pollu- 
tion Control Engineer". 


123. "Sewerage System" shall mean the network of sewers and appur- 
tenances used for collecting, transporting and pumping sewage 
to the sewage treatment plant. 

124. "Shall" is mandatory; "may" is permissible. 

125. "Standard Methods" shall mean the examination and analytical 
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125. "Standard Methods" continued-- 

procedures set forth in the most recent edition of "Standard 
Methods for the Examination of Water and Wastewater" , publish- 
ed jointly by the American Public Health Association, the 
American Water Works Association and the Water Pollution Con- 
trol Federation. 

126. "Superintendent" shall mean the Superintendent of the Sewage 
Treatment Plant (or Water Pollution Control Plant) of the City 
of Fort Wayne or his duly authorized representative. 

127. "Surcharge" shall mean a charge for sewerage services ' in addi- 
tion to the basic service charge. 

127.1. "Out-of-City Surcharge" shall mean the extra 
charges for sewerage service assessed customers 
situated outside the corporate limits of the 
City (designated OCS) . 

127.2. " Strength-of -Wastes Surcharge" shall mean the 
extra charges for sewerage service assessed 
customers whose sewage is of such a nature that 
it imposes upon the Sewage Utility a burden 
greater than that covered by the basic service 
charge. 

128. "Suspended Solids" shall mean solids which either float on 

the surface of or are in suspension in water, sewage or 
other liquid and which are removable by laboratory filtra- 
tion. Their concentration shall be expressed in milligrams 
per liter. Quantitative determinations shall be made in 
accordance with procedures set forth in "Standard Methods" . 

129. "Watercourse" shall mean a channel in which a flow of water 
occurs either continuously or intermittently. 
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Article II. 


General Provisions 


201. Bylaws, Rules and Regulations. The Board of Public Works of 
the City of Fort Wayne shall, in accordance with the Statutes 
of Indiana, make and enforce whatever bylaws, rules and regu- 
lations it may deem necessary for the safe, economical and 
efficient management of the City's Sewage Utility, for the 
construction and use of building sewers and connections to 
the sewerage system, for the regulation, collection and re- 
funding of the rates and charges for sewerage service and, in 
general, for the implementation of the provisions of this 
ordinance . 

202. Requirements for Connecting to Public Sewers. No owner or 
occupant of any real property shall tap or drain either di- 
rectly or indirectly into any public sewer until a sewer tap 
permit has been obtained and until he has satisfied his obli- 
gation to pay all assessments, reimbursements or pro rata 
shares of sewer extension costs laid against that property 
for public sewers installed to serve it. A tap permit given 
in error or sewerage service charges billed to a property in 
error shall not operate to nullify any such obligation that 
has been duly recorded. 

Tap permits shall be obtained from the City's Permit Office 
and shall be issued only to licensed sewer tap contractors, 
who shall pay to the Sewage Utility a fee of ten dollars for 
each tap permit for a normal six- inch service, a fee of twenty 
dollars for each tap permit for a special six-inch service and 
a fee of twenty dollars for each tap permit for a service 
larger than six inches. After making each sewer tap and build- 
ing sewer installation, the tap contractor shall notify the 
Sewer Engineer so that the tap and the building sewer can be 
inspected and approved before the excavation is backfilled. 

Any tap or building sewer installation not made in accordance 
with the foregoing provisions shall be deemed an illegal in- 
stallation and, upon discovery, shall be promptly disconnected 
at the expense of the property owner and shall remain discon- 
nected until the provisions of this paragraph 202 have been 
complied with. 

The Board of Public Works shall have the authority to require 
an owner of real property to disconnect from a building sewer 
which drains into a sanitary sewer any downspouts, yard drains 
or other drains which carry the runoff of natural precipita- 
tion. Property owners shall have thirty days after notice to 
comply with any such requirements. 
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Extensions of Sewers Outside Corporate Limits. The installa- 
tion, construction or extension of sewers by the City outside 
the corporate limits of the City and the connection or exten- 
sion of sewers into the City's sewerage system from, by or for 
properties located outside such limits shall be prohibited, ex- 
cept upon prior approval by the Common Council of the City by 
duly enacted ordinance. 

204. Connections to Sewerage System by Certain Out-of-City Properties. 

Notwithstanding the provisions of paragraph 203, the Board of 
Public Works of the City shall have the authority to permit a 
property located outside the corporate limits of the City to 
connect to an existing sewer which is part of the City's sewer- 
age system, provided the property abuts, adjoins and is immed- 
iately contiguous to the street, alley or easement in which 
such sewer is located and provided the property owner or occu- 
pant has complied with the conditions set out in paragraph 202. 

205. Violations and Penalties. Any person found to be violating or 
failing to comply with any of the provisions of paragraphs 202, 
301, 401 through 405, 501 through 503, 602 or 605 shall be served 
by the City with a written notice stating the nature of the viola- 
tion and providing a reasonable time limit for its satisfactory 
correction. The offender shall, within the period of time stated 
in the notice, permanently cease all violations. 

Any person who shall continue any violation beyond the stated 
time limit shall be guilty of a misdemeanor and, upon conviction 
thereof, shall be subject to a fine in any amount not less than 
$25.00 and not more than $100.00. Each day in which any such 
violation shall continue shall be deemed a separate offense. 

Any person violating any of the provisions of the paragraphs set 
out above and convicted thereof shall become liable to the City 
for any expense, loss or damage occasioned the City by reason 
of such violation. 

206. Amendment . The City of Fort Wayne reserves the right to amend 
this chapter of the Municipal Code, including the rates herein 
established, in part or in whole, as provided and permitted by 
the Statutes of Indiana, whenever it may deem it necessary. 


Article III. Prohibited Industrial Discharges 


301. Prohibitions and Limitations. Except as hereinafter provided, 

no person shall discharge or cause to be discharged to any pub- 
lic sewer any of the following described substances, wastes or 

waters . 

301.1 Any liquid or vapor having a temperature higher than 
160 degrees Fahrenheit. 

301.2 Any waters or wastes containing more than 100 milli- 
grams per liter of fats, oils, greases or waxes. 

301.3 Any gasoline, benzene, naphtha, fuel oil or mineral 
oil or any other flammable or explosive liquid, solid 
or gas. 

301.4 Any noxious or malodorous gas or substance which, 
either alone or by interaction with other wastes, is 
capable of creating a public nuisance or hazard to 
life or of preventing entry into sewers for their 
maintenance and repair. 

301.5 Any garbage that has not been properly ground. 

301.6 Any ashes, cinders, sand, mud, straw, shavings, wood, 
metal, glass, rags, feathers, tar, plastics, paunch 
manure, butchers' offal or any other solid or viscous 
substances capable of causing obstruction to the flow 
in sewers or other interference with the proper opera- 
tion of the sewerage system or the Sewage Treatment 
Plant . 

301.7 Any waters or wastes containing phenols in excess of 
0.50 milligrams per liter. 

301.8 Any waters or wastes having a pH lower than 6 or 
higher than 10 or having any other corrosive prop- 
erty capable of causing damage or posing hazards 
to the structures, equipment or personnel of the 
Sewage Utility. 

301.9 Any waters or wastes containing any toxic substances 
in quantities that are sufficient to interfere with 
the biochemical processes of the Sewage Treatment Plant 
or that will pass through the Plant into the receiving 
stream in amounts exceeding the standards set by fed- 
eral, interstate, state or other competent authority 


302. 


303. 


301.9 Continued- - 

having jurisdiction. Specifically included are any 
waters or wastes containing cadmium, chromium, copper, 
iron, nickel, zinc or any other toxic ions, compounds 
or substances in concentrations or amounts exceeding 
the limits established from time to time by the Board 
of Public Works. 

301.10 Any cyanides, as CN ions, in excess of one milligram 
per liter in any wastes discharged into a public sewer. 


301.11 Any waters or wastes containing acid metallic pick- 
ling wastes or concentrated plating solutions. 

301.12 Any toxic radioactive isotopes, without a special per- 
mit. The radioactive isotopes I 1^1 anc j p 32 usec j j_ n 
hospitals are not prohibited, if they are properly di- 
luted before being discharged into the sewerage system. 

301.13 Any waters or wastes that for a duration of 15 minutes 
or more have a concentration more than 5 times the aver- 
age concentration of the BOD or the suspended solids of 
the customer's sewage discharged during a twenty-four- 
hour period of normal operation. 

301.14 Any waters or wastes containing suspended solids of 
such character and quantity that unusual provision, 
attention and expense would be required to handle 
such materials at the Sewage Treatment Plant, its 
pumping stations or other facilities . 

Responsibility for Obstructing or Damaging Sewers. If a pub- 
lic sewer becomes obstructed or damaged because any of the 
aforementioned substances were improperly discharged, the 
person or persons responsible for such discharge shall be 
billed and shall pay for the expenses incurred by the City 
in cleaning out, repairing or rebuilding the sewer. 

Special Agreements, No statement contained in this article 
shall be construed as prohibiting any special agreement or 
arrangement between the City and any person whereby an indus- 
trial waste of unusual strength or character may be accepted 
by the City for treatment either with or without pretreatment, 
provided there is no impairment of the functioning of the Sew- 
age Utility by reason of the admission of such wastes and no 
extra costs are incurred by the City without recompense by 
the person. 
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Article IV. Admissible Industrial Wastes 


401. Prior Approval for Certain Wastes. Review and acceptance by 
the Superintendent shall be obtained prior to the discharge 
into the public sewers by any person of sewage whose wastes 
have : 

401.1 A BOD greater than 300 milligrams per liter. 

401.2 A suspended-solids content greater than 350 
milligrams per liter. 

401.3 Other contaminants or characteristics which, 
from their nature or quantity, might be harm- 
ful to the structures, processes or operations 
of the Sewage Utility or to health, whether by 
themselves or through interacting with other 
wastes in the public sewers. 

402. Pretreatment Facilities. When, after making such a review, 
the Superintendent concludes that, before the person dis- 
charges his wastes into the public sewers, he must modify or 
eliminate those constituents which would be harmful to the 
structures, processes or operations of the Sewage Utility 

or injurious to health, then the person shall either modify 
his wastes at the point of origin or shall provide and 
operate at his own expense such preliminary treatment or 
processing facilities as may be determined to be necessary 
to render his wastes acceptable for admission to the pub- 
lic sewers. 

403. Prior Approval of Pretreatment Facilities. Plans, specifica- 
tions and any other pertinent information relating to pro- 
posed preliminary treatment or processing facilities shall 
be submitted to the City for examination and approval and no 
construction of such facilities shall begin until the City, 
through its Board of Public Works, has given its written ap- 
proval. Such approval shall not exempt the person from the 
obligation to make further reasonable adaptations of such 
facilities when such adaptations prove necessary to secure 
the results desired. 

404. Operation of Pretreatment Facilities. Where such preliminary 
treatment facilities are provided, they shall be maintained 
continuously in satisfactory and effective operating condition 
by the person at his own expense and shall be subject to peri- 
odic inspection by the City. The person shall maintain suit- 
able operating records and shall submit to the Superintendent 
such monthly summary reports of the character of the influent 
and effluent as the latter may prescribe. 


405. Grease and Sand Traps. Whenever the Board of Public Works 
determines that interceptors or traps are needed to protect 
the sewerage system or the operations of the Sewage Treatment 
Plant from grease, oil, sand or similar substances occurring 
in a customer's sewage, then such traps shall be installed 
by the customer on his own lines at his own expense and shall 
be so maintained by him that none of such substances can be 
carried over into the public sewers. All traps shall meet 
the City's standards as to construction, location and in- 
stallation . 





Article V. Control of Admissible Industrial Wastes 

501. Submission of Data on Industrial Wastes. Any person who dis- 
charges industrial wastes into the City's sewerage system, 
either directly or indirectly, shall, upon the written re- 
quest of the Board of Public Works, fill out and file with 
the City within ninety days an Industrial Waste Questionnaire 
to be furnished by the City, in which he shall set out the 
quantity and characteristics of the wastes discharged into 
the City's sewerage system. Similarly, any person desiring 
to establish a new connection to a public sewer for the pur- 
pose of discharging industrial wastes may be required to fill 
out and file such a questionnaire, which shall include actual 
or predicted data relating to the quantity and characteristics 
of the wastes to be discharged. 

When special circumstances such as the size or complexity of 
his sewage disposal problem would make complying with the time j 
schedule cited above an unreasonable burden on the person, an 
extension of time, not to exceed ninety days, may be granted 
by the Board of Public Works upon presentation of a proper 
applicatio n . 

502. Control Manholes. Any person discharging industrial wastes 
into a public sewer, either directly or indirectly, may be 
required by the Board of Public Works, upon the recommenda- 
tion of the Superintendent, to construct and maintain at his 
own expense one or more control manholes at a specified loca- 
tion or locations to facilitate the observation, measurement 
and sampling of his wastes. Such manholes shall be constructed 
in accordance with the standards and specifications of the City. 
The Board may also require the person to install and maintain 

in any such manhole at said person's expense an approved vol- 
ume measuring device. Plans for the installation of' control 
manholes and related equipment must be approved by the Board 
of Public Works, upon the recommendation of the Superintendent 
and the Sewer Engineer, before construction is begun. ' 

503. Waste Sampling. Any industrial wastes discharged into the 
public sewers shall be subject to periodic inspection and 
determination of character and concentration. The examina- 
tion shall be made as often as the Superintendent deems it 
necessary and may include the use of suitable continuously 
monitoring instruments in appropriate cases- Samples shall 

be collected either manually or by approved mechanical devices 
and in such a manner as to be representative of the overall 
composition of the wastes. Every care shall be exercised in 
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503 . 


Waste Sampling continued- - 

collecting the samples to insure their preservation, until 
analyzed, in a state comparable to that at the time the 
samples were collected. 

The installation, operation and maintenance of the sampling 
facilities shall be the responsibility of the person dis- 
charging the wastes and shall be subject to the approval of 
the Board of Public Works. Access to sampling facilities 
shall be granted at all times to the Superintendent or his 
duly authorized representative. 

504. Waste Analyses. Laboratory procedures used in the examina- 
tion of industrial wastes shall be those set forth in "Stand- 
ard Methods". However, alternative methods for certain anal- 
yses of industrial wastes may be used subject to mutual agree- 
ment between the Superintendent and the customer. The City 
shall make, without charge to the customer, the initial anal- 
ysis and regular periodic check analyses of the customer's 
wastes as well as other tests the Superintendent may deem 
advisable. Analyses made by the City at the request of the 
customer shall be charged to the customer according to the 
Utility's standard work order billing practices. All such 
analyses shall be binding in determining strength-of -wastes 
surcharges and other matters dependent upon the character 

and concentration of wastes. 

505. Use of Representative Analyses. Until an adequate analysis 
of a representative sample of customer's wastes has been 
obtained, the City may, for the purposes of this ordinance, 
make a determination of the character and concentration of 
his wastes by using data based on analyses of similar pro- 
cesses or data for his type of business that are available 
from the Water Pollution Control Administration of the U.S. 
Department of the Interior or from industry-recognized 
authoritative sources. This method, if selected by the 
City, shall continue at the City's pleasure or until an 
adequate analysis has been made. 
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601. 


Article VI . Service Charges Based on Water Usage 

Water Obtained from the City's Water Utility. The charges 
made for sewerage service rendered to each lot, parcel of 
real estate or building having any connection with the City's 
sewerage system or otherwise discharging sewage into that 
system, either directly or indirectly, shall be based upon 
the quantity of water presumed to enter the public sewers 
after being used in or on the property, as the quantity is 
measured by the water meter or meters there in use by the 
City's Water Utility, except as herein otherwise provided. 

602. Water Obtained from Other Sources. Where the property obtains 
any part or all of the water used from sources other than the 
City's Water Utility, the owner or the tenant may be required 
by the City to install and maintain at his own expense a meter 
or meters acceptable to the City for the purpose of measuring 
the quantity of water obtained from these other sources, or 
the City may determine the quantity of such water by whatever 
means and methods it may find practicable. 

603. Exempt Water - General. Where a significant portion of the 
metered water does not and cannot enter the sewerage system, 
either directly or indirectly, and where the quantity of 
water entering the premises averages more than 2000 cubic 
feet per month, the person having charge of the property may 
request permission from the City to install at his own ex- 
pense either an approved meter or meters to determine the 
quantity of water that cannot enter the sewerage system or 
an approved sewage measuring device or devices to determine 
the volume of sewage that actually enters the sewerage sys- 
tem; when appropriate, the City reserves the right to deter- 
mine by whatever other means and methods it may find practic- 
able the percentage of the property's metered water that 
enters the sewerage system. In any such case the service 
charge shall be based on the quantity of water that can or 
actually does enter the public sewers but in no case shall 

it be less than the minimum charge for the size of service 
installed. 
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Exempt Water- Sprinkling . A residential water consumer shall 
be billed for sewerage service rendered in the four consecu- 
tive monthly billing periods for which the regularly sched- 
uled meter readings are made after Jane 14 an amount based on 
such consumer's average water consumption during the two prior 
months of March and April. Averages resulting in fractions of 
100 cubic feet shall be raised to the next whole number of 100 
cubic feet. In no case, however* shall the charge be less than 
the minimum for the meter size installed. A residential water 
consumer billed for the first time during the sprinkling exemp- 
tion period shall be billed for sewerage service on the basis 
of the minimum charge for the meter installed. 

The City may allow an exemption for billing periods other than 
those cited above, provided the consumer demonstrates to the 
City's satisfaction that his sprinkling load during such period 
or periods justifies an exemption. 

Notwithstanding any of the foregoing provisions, where it is 
evident that a residential water consumer uses substantially 
more water for non- sprinkling purposes during the sprinkling 
period than he does during March and April, he shall not be 
entitled to the sprinkling exemption but shall be billed on 
the basis of the water actually used. However, such consumer 
may, at his own expense and with the City's approval, install 
a secondary meter or meters on that portion of his water supply 
system which serves only his sprinkling load so as to measure 
directly the amount of water that does not enter the public 
sanitary sewer. 

Nothing herein contained shall prevent a residential water 
consumer from electing to pay for sewerage service on the 
basis of the water actually used in every month, provided 
such consumer makes application in writing to pay on this 
basis for at least one year from the date of the next billing 
following the date of application. 

The provisions of this section shall not apply to any residen- 
tial water consumer who uses any part of his water for any 
commercial or industrial purpose. 

605. Metering of Sewage . The City may require a person to install 
and maintain at his own expense an approved device to measure 
directly the volumes of wastes discharged to the sewerage 
system if these volumes cannot otherwise be determined from 
the metered-water consumption records. The City shall inspect 
and approve such installations and no such service, once 
installed, shall be removed without the City's approval. 


Article VII. Service Charges 


701. Volume Charges . The water usage schedule upon which charges 
for service rendered by the Sewage Utility shall be based 
and the rates and charges based thereon shall be as follows: 

Rate per 
100 Cubic Feet 


$ 0.30 
.28 
.27 
.26 
.24 
.23 
.22 
.20 
.19 
.18 
.10 

702. Minimum Charges . Where the customer is a metered water con- 
sumer and has no additional sources of water, he shall pay, 
regardless of his water usage, at least the appropriate min- 
imum monthly charge as set forth below, which charge shall 
be based on the size of the water meter installed and for 
which the customer shall be entitled to the quantity of sew- 
erage service set forth in the water usage schedule in para- 
graph 701. 

Minimum 

Size of Water Meter Monthly Charge 

5/8 inch 
3/4 inch 

1 inch 

l^inch 

2 inch 

3 inch 

4 inch 

6 inch 

Where the customer is not a metered water consumer or is a 
metered water consumer with other sources of water, his 
minimum monthly charge and the quantity of sewerage service 
to which he shall be entitled for such charge shall be de- 
termined by rules established by the Board of Public Works. 


$ 1.50 
2.00 
3.40 
6.75 
12.00 
2 7.00 
47.25 
81.00 


Billing Cubic Feet of Water 
Used per Month 


First 

500 

Next 

1,500 

Next 

2,500 

Next 

7,500 

Next 

18,000 

Next 

20,000 

Next 

50,000 

Next 

50,000 

Next 

150,000 

Next 

150,000 

Over 

450,000 
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Article VIII. Strength-of -Wastes Surcharge 


801 . Liability for Surcharge. Each person who discharges indus- 
trial wastes into the public sewers shall be subject to a 
surcharge in addition to the regular sewerage service charge 
based on both the biochemical oxygen demand (or on the chemi- 
cal oxygen demand where BOD cannot be determined) and the 
suspended solids content of the wastes, if these wastes have 
a concentration greater than the following: 

a. A biochemical oxygen demand of 300 milligrams per 
liter; or, where BOD cannot be determined, then, 
in lieu of BOD, a chemical oxygen demand of 600 
milligrams per liter. 

b. A suspended solids content of 350 milligrams per 
liter . 

802. Computation of Surcharge. The surcharge shall be determined 
as follows: 

a. The excess pounds of BOD (or COD) and of suspended 
solids will each be computed by first multiplying 
the customer's billing sewage volume measured in 
units of 100 cubic feet for the current billing 
period by the factor 0.0062321 and then multiply- 
ing this product by the difference between (a) the 
concentrations measured in milligrams per liter of 
the BOD (or COD) and of the suspended solids respec- 
tively in the customer's sewage and (b) the allowed 
concentrations set out in paragraph 801. The sur- 
charge for each constituent will then be determined 
by multiplying the excess pounds of each constituent 
by the appropriate rate of surcharge set out in para- 
graph 803. 

803. Rates of Surcharge. The rates of surcharge for each of the 

aforementioned constituents shall be as follows: 

a. For biochemical oxygen demand (BOD) 2.12 cents per pound 

b. For chemical oxygen demand (COD) where BOD cannot be 

determined 1.06 cents per pound 

c. For suspended solids 1.91 cents per pound 


804 . 


R evision of Rates of Surcharge . Prior to May 1 of each year, 
the General Auditor of the City Utilities shall submit to the 
Board of Public Works a comparison of the calculated unit costs 
for removing BOD and suspended solids from the Sewage Treatment 
Plant influent during the previous calendar year with the unit 
charges currently in effect in order that the Board may determine 
whether the current rates of surcharge are adequate or should be 
changed. 
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Article IX. Out-of-City Surcharge 

901 . Application of Surcharge. Any provisions in this ordinance 
or in any other ordinance or regulation of the City to the 
contrary notwithstanding, the charges for sewerage services 
rendered to customers situated outside the corporate limits 
of the City of Fort Wayne shall be two hundred percent of 
the charges which would be made for identical services rend- 
ered inside the corporate limits and which are prescribed 
in Article VII, Service Charges, and in Article VIII, Strength- 
of-Wastes Surcharges. 


Article X. 


Billing of Service Qiarges 


1001. Billing Period. Charges for sewerage service shall be pre- 
pared and billed by the General Office of the City Utilities 
along with the bills for water service and shall be payable 
at the General Office at the same time as the water bills. 

1002. Liability for Payment. The charges for sewerage service 
shall be billed to the person being billed for water serv- 
ice unless, by contract with the Utility, another person as- 
sumes such responsibility. If a tenant, is billed, the owner 
shall in no way be relieved of liability in the event pay- 
ment is not made by the tenant as herein required. Such 
owner shall have the right to examine the City'? collection 
records to ascertain whether such charges have been paid. 

100 3 . First Billings. The rates, charges and surcharges fixed in 
this ordinance shall be extended to and cover any additional 
premises hereafter served without the need for any hearing 
or notice. If the first billing to a new customer covers a 
period other than a full billing month, then the service 
charges for such billing shall be made in keeping with 
standard practice in the Water Utility. Subsequent sewer- 
age service billings shall be for periods coinciding with 
the billing periods for water service. If such rates, 
charges and/or surcharges are changed, the first billing 
after such change may also be for a period other than a 
full billing month in order to keep the sewerage bi lling 
periods coincident with the water billing periods. 

1004. City Subject to Charges. For sewerage service rendered 
to the City, the City shall be subject to the same rates 
and charges herein established for ot.her persons or to 
rates and charges established in harmony herewith. 

100 5 . Consolidation of Accounts. Where an industrial, commer- 
cial or other non-residential enterprise is operating in 
a unified manufacturing or service area composed of two 
or more contiguous parcels of real estate and is supplied 
with water through two or more meters, upon application by 
the owner or his authorized agent, a consolidation of the 
water meter readings shall be made for the purpose of cal- 
culating the sewerage service charge. 


Article XI. Delinquent Accounts 


1101. How Delinquencies Arise. Charges for sewerage service levied 
pursuant to this ordinance shall be due and payable on or be- 
fore the due dates shown on the bills. Any service charge not 
paid by the due date (approximately fifteen days after the bill 
is rendered) shall be considered delinquent. Such delinquent 
charge together with any applied penalty shall be collectible 
as hereinafter set forth. 

1102. Collection Through Shutting Off Water Service. Where the 
property having a delinquent sewerage account is served by 
the City's Water Utility, the City may, after mailing a writ- 
ten notice at least ten days in advance to the water consumer 
and to the property owner, shut off the water service to the 
property. The water service shall not be turned back on un- 
til the delinquent service charges and the costs of shutting 
off and turning on the water service have been paid. 

1103 . Collection Through the Tax Duplicate. As provided by the 
Statutes of Indiana, delinquent sewerage service charges 
may be made a lien against the property served through cer- 
tification to the Auditor and to the Recorder of Allen Coun- 
ty. In such case, the delinquent service charges, together 
with a mandatory penalty of ten percent, shall be placed on 
the tax duplicate and be collected in the same manner as 
regular taxes and assessments are collected. 

1104 . Collection Through Court Actions. In addition to the fore- 
going remedies, the City shall have the right to bring a 
civil action to recover any delinquent charges together with 
a penalty of ten percent and a reasonable attorney's fee. It 
shall also have the right, as provided by the Statutes of 
Indiana, to foreclose any lien established under the provi- 
sions of paragraph 1103 , with recovery of the charge, a pen- 
alty of ten percent and a reasonable attorney's fee. 


Article XII. Validity 


1201. Repeal of Conflicting Provisions. All the provisions of 
Chapter 26, entitled "Sewers and Sewerage System," of the 
Municipal Code of the City of Fort Wayne (1959 Edition) 
and the provisions of any ordinances and regulations which 
may be in conflict with this ordinance are hereby repealed 
as of the date this ordinance takes effect. 

1202. Validation Clause. The invalidity of any section, sen- 
tence, clause or provision in this ordinance shall not 
affect the validity of any other section, sentence, clause 
or provision of this ordinance which can be given effect 
without such invalid part or parts. 


Article XIII. Effective Dates 


1301. General Provisions. Except as set out below in paragraph 1302, 
the provisions of this ordinance shall be in full force and 
effect from and after its passage, approval by the Mayor and 
due legal publication thereof. 

1302 . Strength-of-Wastes Surcharge Provisions. The provisions of 
Article VIII, entitled "Strength-of-Wastes Surcharge," shall 
be in full force and effect from and after the billings for 
May 1971. 


4 


T* H, Heexnstra 
2923 Woodstock Gt. 

Port Wayne, Ind, 46805 
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Statement to Members of the Common Council; 7:30pm Jan. 26, 1971, 

I am speaking as a citizen of Port Wayne. I have expressed 
to several council members my views regarding some portions 
of the proposed revision of Chapter 26, Sfe^ers and Sewerage 
System, and now wish to express these views to all interested 
persons present# 

The restrictions spelled out in paragraph 301 are one area of 
concern* This paragraph could be applied to diverse organize- 
tions in our community - food service, hospitals and clinics, 
service stations and gagages, car washes, swimming pools, etc* 

If it becomes law, it should be applied and enforced uniformly. 

One of the speakers at this hearing commented that mercury was 
not included in the list of ions mentioned in paragraph 301,9, 

This paragraph does not exclude any substance nor necessarily 
include those listed - the Board of Public Works is authorized 
here to establish limits as It sees fit for any substances it 
decides ere toxic. No such list of limits is now available* 

I would hope that the draftors of this revision have studied 
sufficiently the limits proposed to know that if exceeded; 
damage to our sewers or treatment plant will occur; or we will 
be unable to meet receiving stream standards. I would hope 
that council direct the Board of Public Works to take a studied 
position when they do in fact establish limits on toxic materials 
that may be entering our sewerage system. 

Two sections of this proposed revision appear to be loop holes: 
Paragraphs 303, Special Agreements and 401. Prior Approval for 
Certain Wastes, No protection is given here for those persons 
who must comply with the paragraph 301, only to have other 
persons obtain privilege by agreement or prior approval. 

To what extent must customers of other sewerage utilities com- 
ply with these regulations when their effluent ultimately be- 
comes the responsibility of our Fort Wayne utility? Or are 
these cases handled as special agreements? 

As a taxpayer, I want the effluent from the Sewerage Treatment 
Plant or other discharges for which the city is responsible, 
to meet the receiving stream standards stet by competent authority. 
I also want assurances that no person be allowed to introduce 
into the city sewer any waste that will damage the property 
of the city; ie, the sewerage system, 

I am just as concerned, however, that arbitrary restrictions 
or limitations to the use of the public sewers could, if uni- 
formly enforced, cause people or organizations to discontinue 
their operations or remove them from our city for no good reason* 


Paragraphs so marked (•») were not included In mv verbal statement. 


n 



January 26 , 1971 


Clean Mater Committee 

Fort May he Chapter Izaak Mai ton League 
Jane Dustin, Member 
1802 Chapman Hoad 
Hunter town, Indiana 46?48 
637-6264 


Subject: Ordinance to revise Chapter 26 of the Tort Wayne Municipal Code 


Thank you for the oppotunity to comment on this Ordinance. 

For a long time, our c iean Water Committee has been aware that 
individual city water users ( principally the householders of the 
community) have been paying the way for a number of Tort Wayne 
industries adding heavy loads of difficult to treat wastes to our 
sewage system. Some loads fromf s ingle industries /the equivalent 
of the load from 35^000 persons. ° aAX 

Me have also known that from time to time other industries have let 
loose into the city sewer system effluents of such potency and con- 
sistency as to wipe out the natural biological action of the treatment 
plant causing substantial time and cost to remedy and causing some 
improper release of poorly treated or untreated wastes into the 
Maumee river at the plant itself. 

It is obvious from Federal directives of the Water Quality 

Admini s t r a 1 1 c , these problems^fes ' spreads 

4n equitable assessment for industrial use of sewage systems must be 
made as well as penalties leveled at those parties whose effluents 
from time to time damage the system® The WQA believes, and we agree, that 
each part of our community -wide abatement program must pay its way. They 
have gone so far as to say "no matching funds" until this equity is 
reached. 


Me see the waste surcharge ordinance as a substantial step toward 
equitable assessment for industrial treatment and a step toward 
shutting off the damaging effluents which the system cannot handle. 


It appears to us also that this ordinance will allow the Sewage Utility 
to serve better in the valuable function of effluent fact finding 
in our community. This can be helpful to industry as well. Improved 
reporting of all industries will possibly indicate ways of combining 
their wastes for treatment or ways in which their wastes could be 
modified with "on-site" facilities and then be acceptable into the 
city system. The ordinance will provide means for gathering extensive 
data on sewage system users as well as non -u sers . 


Our Committee has felt that a very serious shortcoming in all the 
abatement programs has been the lack of adequate surveilance end, 
accurate reporting. It is our opinion that allowing the indu stores to 
report and‘ 4 record keep^their own situations simply has not been adequate 
and in fact many times has provided false information and lead t^n o 
enforcement procedures ever being instigated 
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It appears as though this ordinance will allow both industrial reporting 
and regular inspections and that the systems of test procedure will 
greatly assist in more accurate data on quantity and potency of all 
the industrial effluents 

Although we know that this ordinance does not set the Sewage Utility 
up as an enforcement body to tackle the total industrial pollution 
load of our community, it is a large and equitable step forward . It 
should, in addition, provide data for faster action by the enforcement 
procedures vested in the Board of Health and Stream Pollution Control 
Board to control offenders who must treat their own industrial effluents. 


Thank you for this hearing 


t 


y 

STATEMEJH! 01? ORDIBAMS 7 ±L t * Jan* 26, 1971 

A 

The league of Voters of Fort Waym-Allen County ©omsends 

the City of Fort Wayne for- taking needed action on &r< overdue awl 
important measure, that of providing an equitable surcharge for 
treating commercial and industrial wastes and providing authority to 
require pretreatment of any industrial or commercial waste considered 
deleterious to the City Sewage Treatment plant operation* 

Articles ill, I? and y of the Ordinance provide a cooperative 
basis between industry, city and state official® in pollution abatement* 
Present method® of surveillance are not satisfactory* with the 
certified plant superintendent in charge of all monthly summary reports 
and his periodic inspections of all industrial aid commercial wastes, 
much progress can fee mad® toward cleaning up our streams* 

Industry *s responsibility for providing and maintaining pne- 
treatment facilities and/or paying the strength of wastes surcharge is 
an equitable assessment and constitutes fair treatment which ie overdue 
to residential customers* It is also a necessity In complying with 
federal stipulations to obtain much needed matching fund* for sewer 
improvement programs* 

The league would Ilk© to make one request — that the monies 
from this surcharge to© earmarked for matching funds for sewer improve- 
ment tfi mitac programs* 


January 28, 1971 


Remarks and. questions in reference to the proposed revision of 
the Sewerage and Sewage System, Chapter 26, Fort Wayne Municipal God© 
at the Hearing held January 26, 1971 

1. it is noted that the 200^ surcharge on "persons" ( industry , etc. ) 
located out of the corporate limits of the city is a very high 
percentage, especially when the surcharge on water is only 
approximately 35 1 * We admit industry must pay their share plus 
an extra fee for being out of city, but 200^ is confiscatory. 

Will this high fee b© an incentive for "persons" to avoid using 
the sewers and instead discharge their wastes directly into the 
nearest ditch or stream? 

Who \tfould inspect and control this? 


2. When an industry is excluded from sending their wastes to the sewage 
treatment plant, what happens to those wastes? Are they discharged 
directly into the nearest stream? Or does the Board of Works together 
with the Superintendent of the Treatment Plant and the Gity and/or 
County Boards of Health inspect, control and enforce these situations? 
Will the Gity be working with the Indiana stream Pollution Gontrol 
Board in helping curb pollution, or will the City leave the whole 
job up to the Indiana Stream Pollution Gontrol Board? 

Our concern in the IWLA Glean Waters Committee has been and continues 
to b® that industries are prone to sneak their wastes into the 
nearest dit ch or stream every time they can because it is easier 
and cheaper* 


3* Both the Izaak Walton League and League of Women Voters request that 
these surcharge monies be ear marked for sewer projects in Fort Wayne 
and Allen County because funds are needed to meet federal matching 
funds for such sewer projects. 


4. Mercury, lead, arsenic should be included in the list of prohibited 
wastes. Also DDT, ALDRIlv, BIELDRIN, ENDRIN, HEPTACHLOR, T0XAFHE1E, 
LIMES A ED CHLGRQDANE SHOULD BE Included as prohibited wastes. 


Copy to; 


Frank A. Webster, President 
Fort Wayne Chapter, IWLA 


Mrs. Ethyle R* Bloch »0hm 
Glean Waters Committee 
Fort Wayne Chapter, IWLA 



January 28, 1971 


Remarks and questions in reference to the proposed revision of 
Chapter 26, Fort Wayne Municipal Cod® at the Hearing held, on 
January 26, 1971 


I object to the limitation that tap permits bd "issued only to 
licensed sewer tap contractors". These contractors charge horn® miners 
doull® or more for such tap permits. Th© home owner should b© per- 
mitted to apply himself and secure a tap permit, provided he agrees 
to have th® tap made by a licensed sewer tap contractor. 

What is a "normal six inch service"? 

What is a "Special six inch service"? 

Why should a normal six inch service tap permit cost only ten dollars 
and a special six Inch service tap permit cost twenty dollars? 

(Art II, Sec • 202) 


Art VI, Sec 604 - Reduction of summer sprinkling period from 
"May to October to four billing periods after June 14" i 

I object to this charge for sprinkling water in May and October. 
This change should be stricken in lieu of leaving th© summer sprinkling 
period as it now is. We should not have to pay a sewage charge for 
water used on th® lawn. 

I further object to the bureaucratic requirement that a 
residential water customer be required "upon his written request" 
to ask for th© summer sprinkling charge* It is a totally unnecessary, 
time consuming, paper wasting requirement. 



Mrs. Ethyl© R. Bloch 
6340 Donna Drive 
Fort Wayne, Ind. 46809 
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Legals 


Notice Is hereby given that on the 23rd 
day of February, 1971, the Common 
Council of the City of Fort Wayne, In- 
diana, in a Regular Session, did pass the 
following General ordinance, to-wit: 

TABLE OF CONTENTS 
Article I— Definitions . 

Article II— General Provisions 
Article III— Prohibitied Industrial Dis- 
charges 

Article IV— Admissible Industrial Wastes 
Article V— Control of Admissible Indus- 
trial Wastes 

Article VI— Service Charges Based on 
Water Usage 

Article VII— Service Charges. 

Article VIII— Strength-of-Wastes Sur- 
charge 

Article IX — Out-of-City Surcharge 
Article X— Billing of Service Charges 
Article XI— Delinquent Accounts 
Article XII— Validity 
Article XIII— Effective Dates 
Bill No. G-70-12-18 (Amended) 

GENERAL ORDINANCE NO. G-106-71 
AN ORDINANCE amending Chapter 26 
(Sewers and Sewerage System) of the 
Municipal Code of the City of Fort 
Wayne, Indiana, 1946, as amended. 

BE IT ORDAINED BY THE COM- 
MON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That Chapter 26 (Sewers 
and Sewerage System) of the Municipal 
Code of the City of Fort Wayne, Indiana, 
1946, as amended, is hereby revised and 
amended to read as follows: 

FORT WAYNE MUNICIPAL CODE 
CHAPTER 26 

SEWERS AND SEWERAGE SYSTEM 
Article I. Definitions 

Unless the context specifically indicates 
otherwise, the meanings of the following 
terms as used in this ordinance or as 
used in the rules and regulations adopted 
by the Board of Public Works to imple- 
ment the provisions of this ordinance 
shall be as follows: 

1 01 . "Biochemical Oxygen Demand’ 
(or BOD) of sewage, sewage effluent, 
polluted waters or industrial wastes shall 
mean the quantity of dissolved oxygen 
in milligrams per liter required during 
stabilization of the decomposable organic 
matter by aerobic biochemical action un- 
der standard laboratory procedures for 
five days at 20 degrees Centigrade. The 
laboratory determinations shall be made 
in accordance with procedures set forth 
in ‘‘Standard Methods" (see 125). 

102. ‘ Building (or House) Drain" shall 
mean that part of the lowest horizontal 
piping of a building drainage system 
which receives the discharge from soil, 
waste and other drainage pipes inside 
the walls of the building ana conveys it 
to a point approximately three feet out- 
side the foundation wall of the building. 

103. "Building (or House) Sewer” shall 
mean the pipe which is connected to the 
building (or house) drain at a point ap- 
rpoximately three feet outside the founda- 
tion wall of the building and which con- 
veys the building’s discharge from that 
point to the public sewer or other place 
of disposal. 

104. “Chemical Oxygen Demand" (or 
COD) of sewage, sewage effluent, polluted 
waters or industrial wastes is a measure 
of the oxygen equivalent of that portion 
of the organic matter in a sample that is 
susceptible to oxidation by a strong chem- 
ical oxidant. The laboratory determination 
shall be made in accordance with pro- 
cedures set forth in “Standard Methods." 

105. “City" shall mean the City of Fort 
Wayne, Indiana, or any duly authorized 
officials acting in its behalf. 

106. “Effluent" shall mean the water, 
together with any wastes that may be 
present, flowing out of a drain, sewer, 
receptacle or outlet. 

107. “Garbage" shall mean any solid 
wastes from the preparation, cooking or 
dispensing of food and from the handling, 
storage or sale of produce. 

108. “Ground Garbage" shall mean gar- 
bage that is shredded to such a de- 
gree that all particles will be carried 
treely in suspension under the conditions 
normally prevailing in public sewer, with 
no particle being greater than, one-half 
inch in dimension. 

109. “Industrial Wastes" shall mean any 
solid, liquid or gaseous substance or form 
of energy discharged, permitted to flow 
or escaping from an industrial, manu- 


signed, arranged and used primarily for 
dwelling purposes by a single family. 

116. ,T Sanitary Sewage" shall mean sew- 
age discharged from the sanitary con- 
veniences of dwellings (including apart- 
ment houses and hotels), office buildings, 
factories or institutions and free from 
storm water, surface water and indus- 
trial wastes. 

117. “Service Charge" shall mean the 
basic assessment (based on water usage) 
levied on all users of the public sewerage 
system for wastes which do not exceed 
in strength the concentration values above 
which a strength-of-wastes surcharge will 
be made. 

118. “Sewage" shall mean the water- 
carried wastes from residences, business 
buildings, institutions and industrial es- 
tablishments, singular or in any combi- 
nation, together with such ground, sur- 
face and storm waters as may be pres- 
ent. 

119. “Sewage Treatment Plant", or “Wa- 
ter Pollution Control Plant", shall mean 
the arrangement of devices, structures 
and equipment used for treating and dis- 
posing of sewage and sludge. 

120. “Sewage Utility”, or “Water Pol- 
lution Control Utility," shall mean all fa- 
cilities for collecting, transporting, pump- 
ing, treating and disposing of sewage and 
sludge, namely the sewerage system and 
the sewage treatment plant. 

121. “Sewer" shall mean a pipe or 
conduit for carrying sewage or other 
waste liquids. 

121.1. “Combined Sewer” shall mean 
a sewer which carries both storm, 
surface and ground-water runoff and 
sewage. 

121.2. “Public Sewer" shall mean a 
sewer in which all owners of abut- 
ting property have equal rights and 
which is controlled by public au- 
thority. 

121.3. “Sanitary Sewer" shall mean 
a sewer which carries sewage and to 
which storm, surface and ground wa- 
ters and unpolluted industrial waste 
waters are not intentionally admitted. 

121.4. “Storm Sewer" shall mean a 
sewer which carries storm, surface 
and groundwater drainage but ex- 
cludes sewage. 

122. “Sewer Engineer" shall mean the 
Chief Sewer Engineer of the City of 
Fort Wayne or his duly authorized rep- 
resentative; the term shall be equivalent 
to the expression “Water Pollution Con- 
trol Engineer". 

123. “Sewerage System" shali mean the 
network of sewers and appurtenances used 
for collecting, transporting and pumping 
sewage to the sewage treament plant. 

124. “Shall" is mandatory; “may" 
permissible. 

125. “Standard Methods" shall mean 
the examination and analytical procedures 
set forth in the most recent edition of 
“Standard Methods for the Examination of 
Water and Wastewater:, published joint- 
ly by the American Public Health As- 
sociation, the American Water Works As- 
sociation and the Water Pollution Con- 
trol Federation. 

126. “Superintendent" shall mean the 
Superintendent of the Sewage Treatment 
Plant (or Water Pollution Control Plant) 
of the City of Fort Wayne or his duly 
authorized representative. 

127. “Surcharge" shall mean a charge 
for sewerage services in addition to the 
basic service charge. 

127.1. “Out-of-City Surcharge" shall 
mean the extra charges for sewer- 
age service assessed customers sit- 
uated outside the corporate limits of 
the City (designated OCS). 

127.2. “Strength-of-Wastes Surcharge" 
shall mean the extra charges for sew- 
erage service assessed customers 
whose sewage is of such a nature 
that it imposes upon the Sewage Util- 
ity a burden greater than that cov- 
ered by the basic service charge. 

128. “Suspended Solids" shall mean sol- 
ids which either float on the surface of 
or are in suspension in water, sewage or 
other liquid and which are removable by 
laboratory filtration. Their concentration 
shall be expressed In milligrams per 
liter. Quantitative determinations shall be 
made in accordance with procedures set 
forth in “Standard Methods". 

129. “Watercourse" shall mean a chan- 
nel in which a flow of water occurs ei- 
ther continuously or intermittently. 

Article II. General Provisions 

201. Bylaws, Rules and Regulations. The 
Board of Public Works of the City of 
Fort Wayne shall, in accordance with the 
Statutes of Indiana, make and enforce 
whatever bylaws, rules and regulations it 
may deem necessary for the safe, eco- 
nomical and efficient management of the 
City's Sewage Utility, for the construc- 
tion and use of building sewers and con- 
nections to the sewerage system, for the 
regulation, collection and refunding of the 
rates and charges for sewerage service 
and, in general, for the implementation 
of the provisions of this ordinance. 

202. Requirements for Connecting to 
Public Sewers. No owner or occupant of 
any real property shall tap or drain ei- 
ther directly or indirectly into any pub- 
lic sewer until a sewer tap permit has 
been obtained and until he has satisfied 
his obligation to pay all assessments, re- 
imbursements or pro rata shares of sew- 
er extension costs laid against that prop- 
erty for public sewer installed to serve 
it. A tap permit given in error or sew- 
erage service charges billed to a prop- 
erty in error shall not operate to nulli- 
fy any such obligation that has been 
duly recorded. 

Tap permits shall be obtained from the 
City’s Permit Office and shall be is- 
sued only to licensed sewer tap con- 
tractors, who shall pay to the Sewage 
Utility a fee of ten dollars for each tap 
permit for a normal six-inch service, a 
fee of twenty dollars for each tap per- 
mit for a special six-inch service and 
a fee of twenty dollars for each tap 
permit tor a service larger than six 
inches. After making each sewer tap and 
building sewer installation, the tap con- 
tractor shall notify the Sewer Engineer 
so that the tap and the building sewer 
can be inspected and approved before 
the excavation is backfilled. Any tap or 
building sewer installation not made in 
accordance with the foregoing provisions 
shall be deemed an illegal Installation 
and, upon discovery, shall be promptly 
disconnected at the expense of the prop- 
erty owner and shall remain disconnect- 
ed until the provisions of this paragraph 
202 have been complied with. 

The Board of Public Works shali have 
the authority to require an owner of real 
property to disconnect from a building 
sewer which drains into a sanitary sew- 
er any downspouts, yard drains or oth- 
er drains which carry the runoff of 
natural precipitation. Property owners 
shall have thirty days after notice to 
comply with any such requirements. 

203. Extensions of Sewers Outside Cor- 
porate Limits. The installation, construc- 
tion or extension of sewers by the City 
outside the corporate limits of the City 
and the connection or extension of sew- 
ers into the City's sewerage system from, 
by or for properties located outside such 
limits shall be prohibited, except upon 
prior approval by the Common Council 
of the City by duly enacted ordinance. 

204. Connections to Sewerage System by 
Certain Out-of-City Properties. Notwith- 
standing the provisions of paragraph 203, 
the Board of Public Works of the City 
shall have the authority to permit a 
property located outside the corporate lim- 
its of the City to connect to an exist- 
ing sewer which is part of the City's 
sewerage system, provided the property 
abuts, adjoins and is immediately con- 


chapter of the Municipal Code, Including 
the rates herein established, in part or 
in whole, as provided and permitted by 
the St^i'utes of Indiana, whenever it may 
deem it necessary. 

Article III. 

Prohibited Industrial Discharges 
301. Prohibitions and Limitations. Ex- 
cept as hereinafter provided, no person 
shall discharge or cause to be dis- 
charged to any public sewer any of the 
following described substances, wastes or 
waters. 

301.1. Any liquid or vapor having a 
temperature higher than 160 degrees 
Fahrenheit. 

301.2. Any waters or waters con- 
taining more than 100 milligrams per 
liter of fats, oils, greases or waxes. 

301.3. Any gasoline, benzene, naptha, 
fuel oil or mineral oil or any other 
flammable or explosive liquid, solid 
or gas. 

301.4. Any noxious or malodorous 
gas or substance which, either alone 
or by interaction with other wastes, 
is capable of creating a public nuis- 
ance or hazard to life or of pre- 
venting entry into sewers for their 
maintenance and repair. 

301.5. Any garbage that has not 
been properly ground. 

301.6. Any ashes, cinders, sand, mud, 
straw, shavings, wood, metal, glass, 
rags, feathers, tar, plastics, paunch 
manure, butchers’ offal or any other 
solid or viscous substances capable of 
causing obstruction to the flow in sew- 
ers or other interference with the 
proper operation of the sewerage sys- 
tem or the Sewage Treatment Plant. 

301.7. Any waters or wastes con- 
taining phenols in excess of 0.50 mil- 
ligrams per liter. 

301.8. Any waters or wastes hav- 
ing a pH lower than 6 or higher than 
10 or having any other corrosive prop- 
erty capable of causing damage or 
posing hazards to the structures, 
equipment or personnel of the Sew- 
age Utility. 

301.9. Any waters or wastes con- 
taining any toxic substances in quanti- 
ties that are sufficient to interfere 
with the biochemical processes of the 
Sewage Treatment Plant or that will 
pass through the Plant into the re- 
ceiving stream in amounts exceeding 
the standards set by federal, inter- 
state, state or other competent au- 
thority having jurisdiction. Specifical- 
ly included are any waters or wastes 
containing cadmium, chromium, cop- 
per, Iron, nickel, zinc or any other 
toxic ions, compounds or substances 
in concentrations or amounts exceed- 
ing the limits established from time 
to time by the Board of Public 
Works. 

301.10. Any cyanides, as CN Ions, in 
excess of one milligram per lit in 
any wastes discharged into a public 
sewer. 

301.11. Any waters or wastes con- 
taining acid metallic pickling wastes 
or concentrated plating solutions. 


301.12. Any toxic radioactive isotopes, 
without a special permit. The radio- 
active isotopes I 131 and P 32 used 
in hospitals are not prohibited, if 
they are properly diluted before be- 
ing discharged into the sewerage sys- 
tem. 

301.13. Any waters or wastes that 
for a duration of 15 minutes or more 
have a concentration more than 5 times 
the average concentration of the BOD 
or the suspended solids of the cus- 
tomer's sewage discharged during a 
twenty-four-hour period of normal op- 
erations. 

301.14. Any waters or wastes con- 
taining suspended solids of such char- 


acter and quantity that unusual pro- 
iniion and 


vision, attention and expense would be 
required to handle such materials at 
the Sewage Treatment Plant, its 
pumping stations or other facilities. 
^02. Responsibility for Obstructing or 
Damaging Sewers. If a public sewer be- 
comes obstructed or damaged because any 
of the aforementioned substances were im- 
properly discharged, the person or persons 
responsible for such discharge shall be 
billed and shall pay for the expenses in- 
curred by the City in cleaning out, re- 
pairing or rebuilding the sewer. 

303. Special Agreements. No statement 
contained in this article shall be con- 
strued as prohibiting any special agree- 
ment or arrangement between the City 
and any person whereby an industrial 
waste of unusual strength or character 
may be accepted by the City for treat- 
ment either with or without pretreatment, 
provided there is no impairment of the 
functioning of the Sewage Utility by rea- 
son of the admission of such wastes and 
no extra costs are incurred by the City 
without recompense by the person. 

Article IV. 

Admissible Industrial Wastes 

401. Prior Approval for Certain Wastes. 
Review and acceptance by the Superin- 
tendent shall be obtained prior to the dis- 
charge into the public sewers by any per- 
son of sewage whose wastes have: 

401.1. A BOD greater than 300 mil- 
ligrams per liter. 

401.2. A suspended-solids content 
greater than 350 milligrams per liter. 

401.3. Other contaminants or char- 
acteristics which, from their nature or 
quantity, might be harmful to the 
structures, processes or operations of 
the Sewage Utility or to health, 
whether by themselves or through in- 
teracting with other wastes in the 
public sewers. 

402. Pretreatment Facilities. When, aft- 
er making such a review, the Superin 
tendent concludes that, before the per- 
son discharges his wastes into the public 
sewers, he must modify or eliminate 
those constituents which would be harm- 
ful to the structures, processes or opera- 
tions of the Sewage Utility or injurious 
to health, then the person shall either 
modify his wastes at the point of origin 
or shall provide and operate at his own 
expense such preliminary treatment or 
processing facilities as may be deter- 
mined to be necessary to render his 
wastes acceptable for admission to the 
public sewers. 

403. Prior Approval of Pretreatment Fa- 
cilities. Plans, specifications and any oth- 
er pertinent information relating to pro- 
posed preliminary treatment or process- 
ing facilities shall be submitted to the 
City for examination and approval and 
no construction of such facilities shall be- 
gin until the City, through its Board of 
Public Works, has given its written ap- 
proval. Such approval shall not exempt 
the person from the obligation to make 
further reasonable adaptations of such fa- 
cilities when such adaptations prove 
necessary to secure the results desired. 

404. Operation of Pretreatment Facili- 
ties. Where such preliminary treatment 
facilities are provided, they shall be main- 
tained continuously in satisfactory and ef- 
fective operating condition by the per- 
son at his own expense and shall be 
subject to the periodic inspection by the 
City. The person shall maintain suitable 
operating records and shall submit to the 
Superintendent such monthly summary re- 
ports of the character of the Influent 
and effluent as the latter may prescribe. 

405. Grease and Sand Traps. When- 
ever the Board of Public Works deter- 
mines that interceptors or traps are 
needed to protect the sewerage system or 
the operations of the Sewage Treatment 
Plant from grease, oil, sand or similar 
substances occuring in a customer’s sew- 
age, then such traps shall be installed 
by the customer on his own lines at his 
own expense and shall be so maintained 


extension of time, not to exceed ninety 
days, may be granted by the Board of 
Public Works upon presentation of a proper 
application. 

502. Control Manholes. Any person dis- 
charging industrial wastes into a public 
sewer, either directly or indirectly, may 
be required by the Board of Public Works, 
upon the recommendation of the Super- 
intendent, to construct and maintain at 
his own expense one or more control 
manholes at a specified location or loca 
tions to facilitate the observation, meas- 
urement and sampling of his wastes, 
Such manholes shall be constructed ir 
accordance with the standards and speci- 
fications of the City. The Board may 
also require the person to install and 
maintain In any such manhole at said per- 
son’s expense an approved volume meas- 
uring device. Plans for the installation 
of control manholes and related equip 
ment must be approved by the Board of 
Public Works, upon the recommendation 
of the Superintendent and the Sewer En- 
gineer, before construction is begun. 

503. Waste Sampling. Any industrial 
wastes discharged into the public sew- 
ers shall be subject to periodic inspec- 
tion and determination of character and 
concentration. The examination shall be 
made as often as the Superintendent 
deems it necessary and may include the 
use of suitable continuously monitoring 
instruments in appropriate cases. Sam- 
ples shall be collected either manually 
or by approved mechanical devices and 
in such a manner as to be representa- 
tive of the overall composition of the 
wastes. Every care shall be exercised in 
collecting the samples to Insure their 
preservation, until analyzed, in a state 
comparable to that at the time the sam- 
ples were collected. 

The installation, operation and main- 
tenance of the sampling facilities shall 
be the responsibility of the person dis- 
charging the wastes and shall be sub- 
ject to the approval of the Board of 
Public Works. Access to sampling facili- 
ties shall be granted at all times to the 
Superintendent or his duly' authorized rep- 
resentative. 

504. Waste Analyses. Laboratory pro- 
cedures used in the examination of in- 
dustrial wastes shall be those set forth 
in “Standard Methods”. However, alterna- 
tive methods for certain analyses of in- 
dustrial wastes may be used subject to 
mutual agreement between the Superin- 
tendent and the customer. The City shall 
make, without charge to the customer, 
the initial analysis and regular periodic 
check analyses of the customer's wastes 
as well as other tests the Superintendent 
may deem advisable. Analyses made by 
the City at the request of the customer 
shall be charged to the customer accord- 
ing to the Utility's standard work or- 
der billing practices. All such analyses 
shall be binding in determining strength- 
of-wastes surcharges and other matters de- 
pendent upon the character and concen- 
tration of wastes. 

505. Use of Representative Analyses. 

Until an adequate analysis of a rep- 
resentative sample of customer’s wastes 
has been obtained, the City may, for the 
purposes of this ordinance, make a de- 
termination of the character and con- 
centration of his wastes by using data 

based on analyses of similar processes 
or data for his type of business that are 
available from the Water Pollution Con- 
trol Administration of the U. S. Depart- 
ment of the Interior or from industry- 

recognized authoritative sources. This 
method, if selected by the City, shall 
continue at the City's pleasure or until 
an gdequate analysis has been made. 

Article VI. 

Service Charges Based 
on Water Usage 

601. Water Obtained from the City's 

Water Utility. The charges made for sew- 
erage service rendered to each lot, par- 

cel of real estate or building- having any 
connection with the City’s sewerage sys- 
tem or otherwise discharging sewage into 
that system, either directly or indirectly, 
shall be based upon the quantity of wa- 
ter presumed to enter the public sew- 
ers after being used in or on the prop- 
erty, as the quantity is measured by the 
water meter or meters there in use by 
the City's Water Utility, except as herein 
otherwise provided. 

602. Water Obtained from Other 
Sources. Where the property obtains any 
part or all of the water used from 
sources other than the City's Water Util- 
ity, the owner or the tenant may be re- 
quired by the City to install and main- 
tain at his own expense a meter or 
meters acceptable to the City for the 
purpose of measuring the quantity of 
water obtained from these other sources, 
or the City may determine the quantity 
of such water by whatever means and 
methods it may find practicable. 

603. Exempt Water — General. Where a 
significant portion of the metered water 
does not and cannot enter the sewerage 
system, either directly or indirectly and 
where the quantity of water entering the 
premises averages more than 2000 cubic 
feet per month, the person having charge 
of the property may request permission 
from the City to install at his own ex- 
pense either an approved meter or me- 
ters to determine the quantity of wa- 
ter that cannot enter the sewerage sys- 
tem or an approved sewage measuring 
device or devices to determine the vol- 
ume of sewerage that actually enters 
the sewerage system; when appropriate, 
the City reserves the right to determine 
by whatever other means and methods 
it may find practicable the percentage 
of the property's metered water that 
enters the sewerage system. In any such 
case the service charge shall be based 
on the quantity of water that can or 
actually does enter the public sewers but 
in no case shall it be less than the 
minimum charge for the size or service 
installed. 

604. Exempt Water-Sprinkling. A resi- 
dential water consumer shall be billed 
for sewerage service rendered In the four 
consecutive monthly billing periods for 
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702. Minimum Charges. Where the cus- 
tomer is a metered water consumer and 

has no additional sources of water) he 
shall pay, regardless of his water usage, 
at least the appropriate minimum month- 
ly charge as set forth below, which charge 
shall be based on the size of the water 
meter installed and for which the cus- 
tomer shall be entitled to the quantity 

of sewage service set forth in the water 
usage schedule in paragraph 701. 

Size of Water Meter Minimum 

Monthly Charge 
5 /s inch $1.50 

% inch 2.00 

1 inch 3.40 

V /2 inch 6.75 

2 inch 12.00 

3 inch 27.00 

4 inch 47.25 

6 inch 81.00 

Where the customer Is not a metered 
water consumer or Is a metered water con- 
sumer with other sources of water, his 
minimum monthly charge and the quan- 
tity of sewerage service to which he shall 
be entitled for such charge shall be de- 
termined by rules established by the 
Board of Public Works. 

Article VIII. 

Strength-of-Wastes Surcharge 
Liability for Surcharge. Each per 


801. 


which the regularly scheduled meter read- 
ide aftc 


ings are made after June 14 an amount 
based on such consumer's average water 
consumption during the two prior months 
of March and April. Averages resulting 
in fractions of 100 cubic feet shall be 
raised to the next whole number of 100 
cubic feet. In no case, however, shall 
the charge be less than the minimum 
for the meter size installed. A residential 
water consumer billed for the first time 
during the sprinkling exemption period 
shall be billed for sewerage service on 
the basis of the minimum charge for the 
meter installed. 

The City may allow an exemption for 
billing periods other than those cited 
above, provided the consumer demon- 
strates to the City’s satisfaction that his 
sprinkling load during such period or 
periods justifies an exemption. 

Notwithstanding any of the foregoing 
provisions, where it is evident that a 
residential water consumer uses substan- 
tially more water for non-sprinkling pur- 
poses during the sprinkling period than 
he does during March and April, he shall 
not be entitled to the sprinkling exemption 
but shall be billed on the basis of the 
water actually used. However, such con- 
sumer may, at his own expense and with 
the City’s approval, install a secondary 
meter or meters on that portion of his 
water supply system which serves only 
his sprinkling load so as to measure 
directly the amount of water that does 
not enter the public sanitary sewer. 

Nothing herein contained shall prevent 
a residential water consumer from elect- 
ing to pay for sewerage service on the 
basis of the water actually used in every 
month, provided such consumer makes 


son who discharges industrial wastes into 
the public sewers shall be subject to a 
surcharge in addition to the regular sew- 
erage service charge based on both the 
biochemical oxygen demand (or on the 
chemical oxygen demand where BOD can- 
not be determined) and the suspended 
solids content of the wastes, if these 
wastes have a concentration greater than 
the following: 

a. A biochemical oxygen demand of 
300 milligrams per liter; or, where 
BOD cannot be determined, then, in 
lieu of BOD, a chemical oxygen de- 
mand of 600 milligrams per liter. 

b. A suspended solids content of 
350 milligrams per liter. 

802. Computation of Surcharge. The sur- 
charge shall be determined as follows: 

a. The excess pounds of BOD (or 
COD) and of suspended solids will 
each be computed by first multiply- 
ing the customer’s billing sewage vol- 
ume measured in units of 100 cubic 
feet for the current billing period by 
the factor 0.0062321 and then multi- 
plying this product by the differ- 
ence between (a) the concentrations 
measured in milligrams per liter of 
the BOD (or COD) and of the sus- 
pended solids respectively in the cus- 
tomer's sewage and (b) the allowed 
concentrations set out in paragraph 
801. The surcharge for each constitu- 
ent will then be determined by mul- 
tiplying the excess pounds of each 
constituent by the appropriate rate of 
surcharge set out in paragraph 803. 

803. Rates of Surcharge, the rates of 
Surcharge for each of the aforementioned 
constitutents shall be as follows: 

a. For biochemical oxygen demand 
(BOD) — 2.12 cents per pound 

b. For chemical oxygen demand 
(COD) where BOD cannot be deter- 
mined — 1.06 cents per pound. 

c. For suspended solids 

1.91 cents per pound 

804. Revision of Rates of Surcharge. 
Prior to May 1 of each year, the Gen- 
eral Auditor of the City Utilities shall 
submit to the Board of Public Works a 
comparison of the calculated unit costs 
for removing BOD and suspended solids 
from the Sewage Treatment Plant influent 
during the previous calendar year with 
the unit charges currently in effect in 
order that the Board may determine 
whether the current rates of surcharge 
are adequate or should be changed. 

Article IX. 

Out-of-City Surcharge 
901. Application of Surcharge. Any pro- 
visions in this ordinance or in any oth- 
er ordinance or regulation of the City 
to the contrary notwithstanding, the 
charges for sewerage services rendered to 
customers situated outside the corporate 
limits of the City of Fort Wayne shall 
be two hundred per cent of the charges 
which would be made for identical serv- 
ices' rendered inside the corporate lim- 
its and which are prescribed in Article 
VII, Service Charges, and in Article VIII, 
Strength-of-Wastes Surcharges. 

Article X. 

Billing of Service Charges 

1001. Billing Period. Charges for sewer- 
age service shall be prepared and billed 
by the General Office of the City Utili- 
ties along with the bills for water serv- 
ice and shall be payable at the Gen- 
eral Office at the same time as the wa- 
ter bills. 

1002. Liability for Payment. The charges 
for sewerage service shall be billed to 
the person being billed for water serv- 
ice unless, by contract with the Utility, 
another person assumes such responsi- 
bility. If a tenant is billed, the owner 
shall In no way be relieved of liability 
in the event payment is not made by the 
tenant as herein required. Such owner 
shall have the right to examine the 
City’s collection records to ascertain 
whether such charges have been paid. 

1003. First Billings. The rates, charges 
and surcharges fixed in this ordinance 
shall be extended to and cover any ad- 
ditional premises hereafter served without 
the need for any hearing or notice. If 
♦he first billing to a new customer cov- 
ers a period other than a full billing 
month, then the service charges for such 
billing shall be made in keeping with 
standard practice in the Water Utility. 
Subsequent sewerage service billings shall 
be for periods coinciding with the billing 
periods for water service. If such rates,- 
charges and/or surcharges are changed, 
the first billing after such change may 
also be for a period other than a full 
billing month In order to keep the sew- 
erage billing periods coincident with the 
water billing periods. 

1004. City Subject to Charges. For sew- 
erage service rendered to the City, the 
City shall be subject to the same rates 
and charges herein established for other 

R erson or to rates and charges estab- 
shed in harmony herewith. 

1005. Consolidation of Accounts. Where 
an industrial, commercial or other non- 
residential enterprise is operating in a 
unified manufacturing or service area com- 
posed of two or more contiguous parcels 
of real estate and is supplied with water 
through two or more meters, upon appli- 
cation by the owner or his authorized 
agent, a consolidation of the water meter 
readings shall be made for the purpose 
of calculating the sewerage service charge. 
Article XI. 

Delinquent Accounts 

1101. How Delinquencies Arise. Charges 
for sewerage service levied pursuant to 
this ordinance shall be due and payable 
on or before the due dates shown on 
the bills. Any service charge not paid 
by the due date (approximately fifteen 
days after the bill is rendered) shall 
be considered delinquent. Such delin- 
quent charge together with any applied 
penalty shall be collectible as herein- 
after set forth. 

1102. Collection Through Shutting Off 
Water Service. Where the property hav- 
ing a delinquent sewerage account is 
served by the City’s Water Utility, the 
City may, after mailing a written no- 
tice at least ten days in advance to the 
water consumer and to the property 
owner, shut off the water service to the 


"Sewers and Sewerage System," of the 
Municipal Code of the City of Fort Wayne 
(1959 Edition) and the provisions of any 
ordinances and regulations which may 
be in conflict with this ordinance are 
hereby repealed as of the date this or- 
dinance takes effect. 

1202. Validation Clause. The invalidity 
of any section, sentence, clause or pro- 
vision in this ordinance shall not affect 
the validity of any other section, sen- 
tence, clause or provision of this ordinance 
which can be given effect without such 
invalid part or parts. 

Article XIII. 

Effective Dates 

1301. General Provisions. Except as set 
out below in paragraph 1302, the pro- 
visions of this ordinance shall be in full 
force and effect from and after its pas- 
sage, approval by the Mayor and due 
legal publication thereof. 

1302. Strength-of-Wastes Surcharge Pro- 
visions. The provisions of Article VIII, en- 
titled “Strength-of-Wastes Surcharge," shall 
be in full force and effect from and 
after the billings for May 1971. 

Read the third time in full and on mo- 
tion by Tipton seconded by Geake and 
duly adopted, placed on its passage. 
Passed by the following vote: 

Ayes seven 

Adams, Fay, Geake, Nuckols, Rous- 
seau, Steigerwald, Tipton. 

Nays none 

Absent two, to-wit: Councilmen Duni- 
fon and Robinson. 

Date: 2-23-71. 

Fuad G. Bonahoom, City Clerk; 

Passed and adopted by the Common 
Council of the City of Fort Wayne, In- 
diana, as General Ordinance No. G. -106-71 
on the 23rd day of February, 1971. 

ATTEST: (SEAL) 

Phil A. Steigerwald, Presiding Officer 

Fuad G. Bonahoom, City Clerk. 

Presented by me to the Mayor of the 
City of Fort Wayne, Indiana, on the 24th 
day of February, 1971 at the hour of 
8:30 o'clock A.M., E.S.T. 

Fuad G. Bonahoom, City Clerk. 

Approved and signed by me this 25th 
day of February, 1971 ,at the hour of 
10:32 o’clock A.M., E.S.T. 

Harold S. Zeis, Mayor. 

I, Fuad G. Bonahoom, Clerk of the City 
of Fort Wayne, Indiana, do herqby cer- 
tify that the above and foregoing is a full, 
true, and complete copy of General Ordi- 
nance No. G-106-71 passed by the Com- 

mon Council on the 23rd day of February, 
1971, and that said Ordinance was duly 
signed, and approved by the Mayor on the 
25th day of February, 1971 and now re- 
mains on file and on record in my office. 

WITNESS my hand, and the official 
seal of the City of Fort Wayne, Indiana, 
this 25th day of February, 1971. 

SEAL 

Fuad G. Bonahoom, City Clerk. 
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Legals 


Notice Is hereby given that on the 23rd 
day of February, 1971, the Common 
Council of the City of Fort Wayne, In- 
diana, in a Regular Session, did pass the 
following General ordinance, to-wit: 
TABLE OF CONTENTS 
Article I— Definitions . 

Article II — General Provisions 
Article III— Prohibitied Industrial Dis- 
charges 

Article IV— Admissible Industrial Wastes 
Article V— Control of Admissible Indus- 
trial Wastes 

Article VI— Service Charges Based on 
Water Usage 

Article VII— Service Charges. 

Article VIII— Strength-of-Wastes Sur- 
charge 

Article IX— Out-of-City Surcharge 
Article X— Billing of Service Charges 
Article XI— Delinquent Accounts 
Article XII— Validity 
Article XIII — Effective Dates 
Bill No. G-70-12-18 (Amended) 

GENERAL ORDINANCE NO. G-106-71 
AN ORDINANCE amending Chapter 26 
(Sewers and Sewerage System) of the 
Municipal Code of the City of Fort 
Wayne, Indiana, 1946, as amended. 

BE IT ORDAINED BY THE COM- 
MON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That Chapter 26 (Sewers 
and Sewerage System) of the Municipal 
Code of the City of Fort Wayne, Indiana, 
1946, as amended, is hereby revised and 
amended to read as follows: 

FORT WAYNE MUNICIPAL CODE 
CHAPTER 26 

SEWERS AND SEWERAGE SYSTEM 
Article l. Definitions 

Unless the context specifically indicates 
otherwise, the meanings of the following 
terms as used in this ordinance or as 
used in the rules and regulations adopted 
by the Board of Public Works to imple- 
ment the provisions of this ordinance 
shall be as follows: 

• 01. •‘Biochemical Oxygen Demand 
(or BOD) of sewage, sewage effluent, 
polluted waters or industrial wastes shall 
mean the quantity of dissolved oxygen 
in milligrams per liter required during 
stabilization of the decomposable organic 
matter by aerobic biochemical action un- 
der standard laboratory procedures for 
five days at 20 degrees Centigrade. The 
laboratory determinations shall be made 
in accordance with procedures set forth 
in “Standard Methods” (see 125). 

102. “Building (or House) Drain” shall 
mean that part of the lowest horizontal 
piping of a building drainage system 
which receives the discharge from soil, 
waste and other drainage pipes inside 
the walls of the building ana conveys it 
to a point approximately three feet out- 
side the foundation wall of the building. 

103. “Building (or House) Sewer” shall 
mean the pipe which is connected to the 
building (or house) drain at a point ap- 
rpoximately three feet outside the founda- 
tion wall of the building and which con- 
veys the building’s discharge from that 
point to the public sewer or other place 
of disposal. 

104. “Chemical Oxygen Demand" (or 
COD) of sewage, sewage effluent, polluted 
waters or industrial wastes is a measure 
of the oxygen equivalent of that portion 
of the organic matter in a sample that is 
susceptible to oxidation by a strong chem- 
ical oxidant. The laboratory determination 
shall be made in accordance with pro- 
cedures set forth in “Standard Methods.” 

105. “City” shall mean the City of Fort 
Wayne, Indiana, or any duly authorized 
officials acting in its behalf. 

106. “Effluent” shall mean the water, 
together with any wastes that may be 
present, flowing out of a drain, sewer, 
receptacle or outlet. 

107. “Garbage” shall mean any solid 
wastes from the preparation, cooking or 
dispensing of food and from the handling, 
storage or sale of produce. 

108. “Ground Garbage” shall mean gar- 
bage that is shredded to such a de- 
gree that all particles will be carried 
treely in suspension under the conditions 


Fort Wayne or his duly authorized rep- 
resentative; the term shall be equivalent 
to the expression “Water Pollution Con- 
trol Engineer”. 

123. “Sewerage System” shall mean the 
network of sewers and appurtenances used 
for collecting, transporting and pumping 
sewage to the sewage treament plant. 

124. “Shall” is mandatory; “may” is 
permissible. 

125. “Standard Methods” shall mean 
the examination and analytical procedures 
set forth in the most recent edition of 
“Standard Methods for the Examination of 
Water and Wastewater:, published joint- 
ly by the American Public Health As- 
sociation, the American Water Works As- 
sociation and the Water Pollution Con- 
trol Federation. 

126. “Superintendent” shall mean the 
Superintendent of the Sewage Treatment 
Plant (or Water Pollution Control Plant) 
of the City of Fort Wayne or his duly 
authorized representative. 

127. “Surcharge" shall mean a charge 
for sewerage services in addition to the 
basic service charge. 

127.1. “Out-of-City Surcharge” shall 
mean the extra charges for sewer- 
age service assessed customers sit- 
uated outside the corporate limits of 
the City (designated OCS). 

127.2. “Strength-of-Wastes Surcharge” 
shall mean the extra charges for sew- 
erage service assessed customers 
whose sewage is of such a nature 
that it imposes upon the Sewage Util- 
ity a burden greater than that cov- 
ered by the basic service charge. 

128. “Suspended Solids” shall mean sol- 
ids which either float on the surface of 
or are in suspension in water, sewage or 
other liquid and which are removable by 
laboratory filtration. Their concentration 
shall be expressed in milligrams per 
liter. Quantitative determinations shall be 
made in accordance with procedures set 
forth in “Standard Methods”. 

129. “Watercourse” shall mean a chan- 
nel in which a flow of water occurs ei- 
ther continuously or intermittently. 

Article II. General Provisions 

201. Bylaws, Rules and Regulations. The 
Board of Public Works of the City of 
Fort Wayne shall, in accordance with the 
Statutes of Indiana, make and enforce 
whatever bylaws, rules and regulations it 
may deem necessary for the safe, eco- 
nomical and efficient management of the 
City's Sewage Utility, for the construc- 
tion and use of building sewers and con- 
nections to the sewerage system, for the 
regulation, collection and refunding of the 
rates and charges for sewerage service 
and, in general, for the implementation 
of the provisions of this ordinance. 

202. Requirements for Connecting to 
Public Sewers. No owner or occupant of 
any real property shall tap or drain ei- 
ther directly or indirectly into any pub- 
lic sewer until a sewer tap permit has 
been obtained and until he has satisfied 
his obligation to pay all assessments, re- 
imbursements or pro rata shares of sew- 
er extension costs laid against that prop- 
erty for public sewer installed to serve 
it. A tap permit given in error or sew- 
erage service charges billed to a prop- 
erty in error shalt not operate to nulli- 
fy any such obligation that has been 
duly recorded. 

Tap permits shall be obtained from the 
City’s Permit Office and shall be is- 
sued only to licensed sewer tap con- 
tractors, who shall pay to the Sewage 
Utility a fee of ten dollars for each tap 
permit for a normal six-inch service, a 
fee of twenty dollars for each tap per- 
mit for a special six-inch service and 
a fee of twenty dollars for each tap 
permit ror a service larger than six 
inches. After making each sewer tap and 
building sewer installation, the tap con- 
tractor shall notify the Sewer Engineer 
so that the tap and the building sewer 
can be inspected and approved before 
the excavation is backfilled. Any tap or 
building sewer installation not made in 
accordance with the foregoing provisions 
shall be deemed an illegal Installation 
and, upon discovery, shall be promptly 
disconnected at the expense of the prop- 
erty owner and shall remain disconnect- 
ed until the provisions of this paragraph 
202 have been complied with. 

The Board of Public Works shall have 
the authority to require an owner of real 
property to disconnect from a building 
sewer which drains into a sanitary sew- 


ceiving stream in amounts exceeding 
the standards set by federal, inter- 
state, state or other competent au- 
thority having jurisdiction. Specifical- 
ly included are any waters or wastes 
containing cadmium, chromium, cop- 
per, Iron, nickel, zinc or any other 
toxic ions, compounds or substances 
in concentrations or amounts exceed- 
ing the limits established from time 
to time by the Board of Public 
Works. 

301.10. Any cyanides, as CN Ions, in 
excess of one milligram per lit in 
any wastes discharged into a public 
sewer. 

301.11. Any waters or wastes con- 
taining acid metallic pickling wastes 
or concentrated plating solutions. 

301.12. Any toxic radioactive isotopes, 
without a special permit. The radio- 
active isotopes I 131 and P 32 used 
in hospitals are not prohibited, if 
they are properly diluted before be- 
ing discharged into the sewerage sys- 
tem. 

301.13. Any waters or wastes that 
for a duration of 15 minutes or more 
have a concentration more than 5 times 
the average concentration of the BOD 
or the suspended solids of the cus- 
tomer’s sewage discharged during a 
twenty-four-hour period of normal op- 
erations. 

301.14. Any waters or wastes con- 
taining suspended solids of such char- 
acter and quantity that unusual pro- 
vision, attention and expense would be 
required to handle such materials at 
the Sewage Treatment Plant, its 
pumping stations or other facilities. 
p02. Responsibility for Obstructing or 

Damaging Sewers. If a public sewer be- 
comes obstructed or damaged because any 
of the aforementioned substances were im- 
properly discharged, the person or persons 
responsible for such discharge shall be 
billed and shall pay for the expenses In- 
curred by the City in cleaning out, re- 
pairing or rebuilding the sewer. 

303. Special Agreements. No statement 
contained in this article shall be con- 
strued as prohibiting any special agree- 
ment or arrangement between the City 
and any person whereby an industrial 
waste of unusual strength or character 
may be accepted by the City for treat- 
ment either with or without pretreatment, 
provided there is no impairment of the 
functioning of the Sewage Utility by rea- 
son of the admission of such wastes and 
no extra costs are incurred by the City 
without recompense by the person. 

Article IV. 

Admissible Industrial Wastes 

401. Prior Approval for Certain Wastes. 
Review and acceptance by the Superin 
tendent shall be obtained prior to the dis- 
charge into the public sewers by any per 
son of sewage whose wastes have: 

401.1. A BOD greater than 300 mil- 
ligrams per liter. 

401.2. A suspended-solids content 
greater than 350 milligrams per liter. 

401.3. Other contaminants or char- 
acteristics which, from their nature or 
quantity, might be harmful to the 
structures, processes or operations of 
the Sewage Utility or to health, 
whether by themselves or through in- 
teracting with other wastes in the 
public sewers. 

402. Pretreatment Facilities. When, aft- 
er making such a review, the Superin- 
tendent concludes that, before the per- 
son discharges his wastes into the public 
sewers, he must modify or eliminate 
those constituents which would be harm- 
ful to the structures, processes or opera- 
tions of the Sewage Utility or injurious 
to health, then the person shall either 
modify his wastes at the point of origin 
or shall provide and operate at his own 
expense such preliminary treatment or 
processing facilities as may be deter- 
mined to be necessary to render his 
wastes acceptable for admission to the 
public sewers. 

403. Prior Approval of Pretreatment Fa- 
cilities. Plans, specifications and any oth- 
er pertinent information relating to pro- 
posed preliminary treatment or process- 
ing facilities shall be submitted to the 
City for examination and approval and 
no construction of such facilities shall be- 
gin until the City, through its Board of 
Public Works, has given its written ap- 
proval. Such approval shall not exempt 


er any downspouts, yard drains or oth- the person from the obligation to make 
er drains which carry the runoff of further reasonable adaptations of — 

- cilities when — u ~* J — *-*•-- 


natural precipitation. Property gwners 


normally prevailing in public sewer, with 
no particle being greater than one-half 
inch in dimension. 

109. “Industrial Wastes” shall mean any 
solid, liquid or gaseous substance or form 
of energy discharged, permitted to flow 
or escaping from an industrial, manu- 
facturing, commercial or business process 
or from the development, recovery or 
processing of any natural resource car- 
ried on by any person as defined in 112. 

110. “Influent” shall mean the water, 
together with any wastes that may be pres- 
ent, flowing into a drain, sewer, recep- 
tacle or outlet. 

111. “Outlet” shall mean any outlet, nat- 
ural or constructed, which is the point of 
final discharge of sewage or of treat- 
ment plant effluent into any watercourse, 
pond, ditch, lake or other body of sur- 
face or ground water. 

112. “Person” shall mean any and all 
persons, natural or artificial, including 
any individual, firm, company, municipal 
or private corporation, association) socie- 
ty, institution, enterprise, governmental 
agency or other entity. 

113. “pH” shall mean the logarithm 
(to the base 10), of the reciprocal of 
the hydrogen ion concentration of a solu- 
tion expressed in gram-atoms per liter 
of solution. 

114. “Receiving Stream” shall mean the 
watercourse, stream or body of water re- 
ceiving the water finally discharged from 
the sewage treatment plant. 

115. “Residential Property Unit” shall 


shall have thirty days after notice to 

comply with any such requirements. 

203. Extensions of Sewers Outside Cor- 
porate Limits. The installation, construc- 
tion or extension of sewers by the City 
outside the corporate limits of the City 
and the connection or extension of sew- 
ers into the City's sewerage system from, 
by or for properties located outside such 
limits shall be prohibited, except upon 
prior approval by the Common Council 
of the City by duly enacted ordinance. 

204. Connections to Sewerage System by 

Certain Out-of-City Properties. Notwith- 
standing the provisions of paragraph 203, 
the Board of Public Works of the City 
shall have the authority to permit a 

property located outside the corporate lim- 
its of the City to connect to an exist- 

ing sewer which is part of the City’s 
sewerage system, provided the property 
abuts, adjoins and is immediately con- 
tinguous to the street, alley or easement 
in which said sewer is located and pro- 
vided the property owner or occupant 
has complied with the conditions set out 
in paragraph 202. 

205. Violations and Penalties. Any per- 

son found to be violating or failing to 
comply with any of the provisions of 
paragraphs 202, 301, 401 through 405, 501 
through 503, 602 or 605 shall be served 
by the City with a written notice stating 
the nature of the violation and providing 
a reasonable time limit for its satisfac- 
tory correction. The offender shall, within 
the period of time stated in the notice, 
permanently cease all violations. 

Any person who shall continue any 
violation beyond the stated time limit 
shall be guilty of a misdemeanor and, 
upon conviction thereof, shall be sub- 
ject to a fine in any amount not less 
than $25.00 and not more than $100.00. 
Each day in which any such violation 
shall continue shall be deemed a sep- 
arate offense. 

Any person violating any of the pro- 
visions of the paragraphs set out above 
and convicted thereof shall become lia- 
ble to the City for any expense, loss or 
damage occasioned the City by reason 
of such violation. 

206. Amendment. The City of Fort 


mean a building under one roof dp- Wavne reserves the right to amend this 


such fa- 
such adaptations prove 


necessary to secure the results desired. 

404. Operation of Pretreatment Facili- 
ties. Where such preliminary treatment 
facilities are provided, they shall be main- 
tained continuously in satisfactory and ef- 
fective operating condition by the per- 
son at his own expense and shall be 
subject to the periodic inspection by the 
City. The person shall maintain suitable 
operating records and shall submit to the 
Superintendent such monthly summary re- 
ports of the character of the influent 
and effluent as the latter may prescribe. 

405. Grease and Sand Traps. When- 
ever the Board of Public Works deter- 
mines that interceptors or traps are 
needed to protect the sewerage system or 
the operations of the Sewage Treatment 
Plant from grease, oil, sand or similar 
substances occuring in a customer's sew- 
age, then such traps shall be installed 
by the customer on his own lines at his 
own expense and shall be so maintained 
by him that none of such substances 
can be carried over into the public sew- 
ers. All traps shall meet the City's 
standards as to construction, location and 
installation. 

Article V. 

Control of Admissible 
Industrial Wastes 

501. Submission of Data on Industrial 
Wastes. Any person who discharges in- 
dustrial wastes into the City's sewerage 
system, either directly or indirectly, shall, 
upon the written request of the Board of 
Public Works, fill out and file with the 
City within ninety days an Industrial 
Waste Questionnaire to be furnished by 
the City, in which he shall set out the 
quantity and characteristics of the wastes 
discharged into the City’s sewerage sys- 
tem. Similarly, any person desiring to 
establish a new connection to a public sew- 
er for the purpose of discharging indus- 
trial wastes may be required to fill out 
and file such a questionnaire, which shall 
Include actual or predicted data relating 
to the quantity and characteristics ot 
the wastes to be discharged. 

When special circumstances such as 
the size or complexity of his sewage dis- 
posal problem would make complying 
with the time schedule cited above an 
unreasonable burden on the person, an 


tive methods for certain analyses of in- 
dustrial wastes may be used subject to 
mutual agreement between the Superin- 
tendent and the customer. The City shall 
make, without charge to the customer, 
the initial analysis and regular periodic 
check analyses of the customer’s wastes 
as well as other tests the Superintendent 
may deem advisable. Analyses made by 
the City at the request of the customer 
shall be charged to the customer accord- 
ing to the Utility's standard work or- 
der billing practices. All such analyses 
shall be binding in determining strength- 
of-wastes surcharges and other matters de- 
pendent upon the character and concen- 
tration of wastes. 

505. Use of Representative Analyses. 
Until an adequate analysis of a rep- 
resentative sample of customer's wastes 
has been obtained, the City may, for the 
purposes of this ordinance, make a de- 
termination of the character and con- 
centration of his wastes by using data 

based on analyses of similar processes 
or data for his type of business that are 
available from the Water Pollution Con- 
trcl Administration of the U. S. Depart- 
ment of the Interior or from industry- 

recognized authoritative sources. This 
method, if selected by the City, shall 
continue at the City's pleasure or until 
an gdequate analysis has been made, 
Article VI. 

Service Charges Based 
on Water Usage 

601. Water Obtained from the City's 

Water Utility. The charges made for sew- 
erage service rendered to each lot, par- 

cel of real estate or building having any 
connection with the City’s sewerage sys- 
tem or otherwise discharging sewage into 
that system, either directly or indirectly, 
shall be based upon the quantity of wa- 
ter presumed to enter the public sew- 
ers after being used in or on the prop- 
erty, as the quantity is measured by the 
water meter or meters there in use by 
the City's Water Utility, except as herein 
otherwise provided. 

602. Water Obtained from Other 
Sources. Where the property obtains any 
part or all of the water used from 
sources other than the City’s Water Util- 
ity, the owner or the tenant may be re- 
quired by the City to install and main- 
tain at his own expense a meter or 
meters acceptable to the City for the 
purpose of measuring the quantity of 
water obtained from these other sources, 
or the City may determine the quantity 
of such water by whatever means and 
methods it may find practicable. 

603. Exempt Water — General. Where a 

significant portion of the metered water 
does not and cannot enter the sewerage 
system, either directly or indirectly and 
where the quantity of water entering the 
premises averages more than 2000 cubic 
feet per month, the person having charge 
of the property may request permission 
from the City to install at his own ex- 

pense either an approved meter or me- 
ters to determine the quantity of wa- 
ter that cannot enter the sewerage sys- 
tem or an approved sewage measuring 
device or devices to determine the vol- 
ume of sewerage that actually enters 

the sewerage system; when appropriate, 
the City reserves the right to determine 
by whatever other means and methods 
it may find practicable the percentage 
of the property’s metered water that 
enters the sewerage system. In any such 
case the service charge shall be based 

on the quantity of water that can or 
actually does enter the public sewers but 
In no case shall it be less than the 

minimum charge for the size or service 
installed. 

604. Exempt Water-Sprinkling. A resi- 
dential water consumer shall be billed 

for sewerage service rendered in the four 
consecutive monthly billing periods for 
which the regularly scheduled meter read- 
ings are made after June 14 an amount 
based on such consumer’s average water 
consumption during the two prior months 
of March and April. Averages resulting 
in fractions of 100 cubic feet shall be 
raised to the next whole number of 100 

cubic feet. In no case, however, shall 

the charge be less than the minimum 
for the meter size installed. A residential 
water consumer billed for the first time 
during the sprinkling exemption period 
shall be billed for sewerage service on 
the basis of the minimum charge for the 
meter installed. 

The City may allow an exemption for 
billing periods other than those cited 
above, provided the consumer demon- 
strates to the City’s satisfaction that his 
sprinkling load during such period or 
periods justifies an exemption. 

Notwithstanding any of the foregoing 
provisions, where it is evident that a 
residential water consumer uses substan- 
tially more water for non-sprinkling pur- 
poses during the sprinkling period than 
he does during March and April, he shall 
not be entitled to the sprinkling exemption 
but shall be billed on the basis of the 
water actually used. However, such con- 
sumer may, at his own expense and with 
the City's approval, install a secondary 
meter or meters on that portion of his 
water supply system which serves only 
his sprinkling load so as to measure 
directly the amount of water that does 
not enter the public sanitary sewer. 

Nothing herein contained shall prevent 
a residential water consumer from elect- 
ing to pay for sewerage service on the 
basis of the water actually used in every 
month, provided such consumer makes 
application in writing to pay on this 
basis for at least one year from the d of 
the next billing following the date of ap- 
plication. 

The provisions of this section shall not 
apply to any residential water consumer 
who uses any part of his water for any 
commercial or industrial purpose. 

605. Meter of Sewage. The City mgy 
require a person to install and main- 
tain at his own expense an approved 
device to measure directly the volumes 
of wastes discharged to the sewerage 
system if these volumes cannot other- 
wise be determined from the metered- 
water consumption records. The City shall 
inspect and approve such installations and 
no such device, once installed, shall be 
removed without the City’s approval. 

Article VII. 

Service Charqes 

701. Volume Charges. The water usage 
schedule upon which charges for service 
rendered by the Sewage Utility shall be 

based and the rates and charges based 
thereon shall be as follows: 

Billing Cubic Feet of Water Rate per 
Used per Month 100 Cubic Feet 

First 500 $0.30 

Next 1,500 .28 

Next 2,500 .27 


Next 7,500 


charge shall be determined as follows: 

a. The excess pounds of BOD (or 
COD) and of suspended solids will 
each be computed by first multiply- 
ing the customer’s billing sewage vol- 
ume measured in units of 100 cubic 
feet for the current billing period by 
the factor 0.0062321 and then multi- 
plying this product by the differ- 
ence between (a) the concentrations 
measured in milligrams per liter of 
the BOD (or COD) and of the sus- 
pended solids respectively in the cus- 
tomer’s sewage and (b) the allowed 
concentrations set out in paragraph 
801. The surcharge for each constitu- 
ent will then be determined by mul- 
tiplying the excess pounds of each 
constituent by the appropriate rate of 
surcharge set out in paragraph 803. 

803. Rates of Surcharge. The rates of 
Surcharge for each of the aforementioned 
constitutents shall be as follows: 

a. For biochemical oxygen demand 
(BOD) — 2.12 cents per pound 

b. For chemical oxygen demand 
(COD) where BOD cannot be deter- 
mined — 1.06 cents per pound. 

c. For suspended solids 

1.91 cents per pound 

804. Revision of Rates of Surcharge. 
Prior to May 1 of each year, the Gen- 
eral Auditor of the City Utilities shall 
submit to the Board of Public Works a 
comparison of the calculated unit costs 
for removing BOD and suspended solids 
from the Sewage Treatment Plant influent 
during the previous calendar year with 
the unit charges currently in effect in 
order that the Board may determine 
whether the current rates of surcharge 
are adequate or should be changed. 

Article IX. 

Out-of-City Surcharge 
901. Application of Surcharge. Any pro- 
visions in this ordinance or in any oth- 
er ordinance or regulation of the City 
to the contrary notwithstanding, the 
charges for sewerage services rendered to 
customers situated outside the corporate 
limits of the City of Fort Wayne shall 
be two hundred per cent of the charges 
which would be made for identical serv- 
ices rendered inside the corporate lim- 
its and which are prescribed in Article 
VII, Service Charges, and in Article VIII 
Strength-of-Wastes Surcharges. 

Article X. 

Billing of Service Charges 

1001. Billing Period. Charges for sewer- 
age service shall be prepared and billed 
by the General Office of the City Utili- 
ties along with the bills for water serv- 
ice and shall be payable at the Gen- 
eral Office at the same time as the wa- 
ter bills. 

1002. Liability for Payment. The charges 
for sewerage service shall be billed to 
the person being billed for water serv- 
ice unless, by contract with the Utility, 
another person assumes such responsi- 
bility. If a tenant is billed, the owner 
shall In no way be relieved of liability 
in the event payment is not made by the 
tenant as herein required. Such owner 
shall have the right to examine the 
City’s collection records to ascertain 
whether such charges have been paid. 

1003. First Billings. The rates, charges 
and surcharges fixed in this ordinance 
shall be extended to and cover any ad- 
ditional premises hereafter served without 
the need for any hearing or notice. If 
+ he first billing to a new customer cov- 
ers a period other than a full billing 
month, then the service charges for such 
billing shall be made in keeping with 
standard practice in the Water Utility. 
Subsequent sewerage service billings shall 
be for periods coinciding with the billing 
periods for water service. If such rates,- 
charges and/or surcharges are changed, 
the first billing after such change may 
also be for a period other than a full 
billing month In order to keep the sew- 
erage billing periods coincident with the 
water billing periods. 

1004. City Subject to Charges. For sew- 
erage service rendered to the City, the 
City shall be subject to the same rates 
and charges herein established for other 
person or to rates and charges estab- 
lished in harmony herewith. 

1005. Consolidation of Accounts. Where 
an industrial, commercial or other non- 
residential enterprise is operating in a 
unified manufacturing or service area com- 
posed of two or more contiguous parcels 
of real estate and is supplied with water 
through two or more meters, upon appli- 
cation by the owner or his authorized 
agent, a consolidation of the water meter 
readings shall be made for the purpose 
of calculating the sewerage service charge. 

Article XI. 

Delinquent Accounts 

1101. How Delinquencies Arise. Charges 
for sewerage service levied pursuant to 
this ordinance shall be due and payable 
on or before the due dates shown on 
the bills. Any service charge not paid 
by the due date (approximately fifteen 
days after the bill is rendered) shall 
be considered delinquent. Such delin- 
quent charge together with any applied 
penalty shall be collectible as herein- 
after set forth. 

1102. Collection Through Shutting Off 
Water Service. Where the property hav- 
ing a delinquent sewerage account is 
served by the City's Water Utility, the 
City may, after mailing a written no- 
tice at least ten days In advance to the 
water consumer and to the property 
owner, shut off the water service to the 
property. The water service shall not be 
turned back on until the delinquent serv- 
ice charges and the costs of shutting off 
and turning on the water service have 
been paid. 

1103. Collection Through the Tax Dupli 
cate. As provided by the Statutes of In 
diana, delinquent sewerage service charges 
may be made a lien against the property 
served through certification to the Audi 
tor and to the Recorder of Allen Coum 
ty. In such case, the delinquent service 
charges, together with a mandatory pen- 
alty of ten percent, shall be placed on 
the tax duplicate and be collected in 
the same manner as regular taxes and 
assessments are collected. 

1104. Collection Through Court Actions. 

In addition to the foregoing remedies, the 
City shall have the right to bring a civil 
action to recover any delinquent charges 
together with a penalty of ten percent 
and a reasonable attorney’s fee. It shall 
also have the right, as provided by the 
Statutes of Indiana, to foreclose any lien 
established under the provisions of para- 
graph 1103, with recovery of the charge, 
a penalty of ten percent and a reason- 
able attorney's fee. 

Article XII. 

Validity 

1201. Repeal of Conflicting Provisions. 
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Legal Notices 


Notice Is hereby given that on the 23rd 
day of February, 1971, the Common 
Council of the City of Fort Wayne, In- 
diana, in a Regular Session, did pass the 
following General ordinance, to-wit: 

TABLE OF CONTENTS 
Article I — Definitions 
Article II — General Provisions 
Article III— Prohibitied Industrial Dis- 
charges 

Article IV— Admissible Industrial Wastes 
Article V— Control of Admissible Indus- 
trial Wastes 

Article VI— Service Charges Based on 
Water Usage 

Article VII— Service Charges. 

Article VIII— Strength-of-Wastes Sur- 
charge 

Article ,IX— Out-of-City Surcharge 
Article X— Billing of Service Charges 
Article XI— Delinquent Accounts 
Article XII— Validity 
Article XIII — Effective Dates 
Bill No. G-70-12-18 (Amended) 

GENERAL ORDINANCE NO. G-106-71 
AN ORDINANCE amending Chapter 26 
(Sewers and • Sewerage System) of the 
Municipal Code of the City of Fort 
Wayne, Indiana, 1946, as amended. 

BE IT ORDAINED BY THE COM- 
MON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. That Chapter 26 (Sewers 
and Sewerage System) of the Municipal 
Code of the City of Fort Wayne, Indiana, 
1946, as amended. Is hereby revised and 
amended to read as follows: 

FORT WAYNE MUNICIPAL CODE 
CHAPTER 26 

SEWERS AND SEWERAGE SYSTEM 
Article I. Definitions 

Unless the context specifically Indicates 
otherwise, the meanings of the following 
terms as used in this ordinance or as 
used in the rules and regulations adopted 
by the Board of Public Works to imple- 
ment the provisions of this ordinance 
shall be as follows: 

101. “Biochemical Oxygen Demand” 
(or BOD) of sewage, sewage effluent, 
polluted waters or industrial wastes shall 
mean the quantity of dissolved oxygen 
In milligrams per liter required during 
stabilization of the decomposable organic 
matter by aerobic biochemical action un- 
der standard laboratory procedures for 
five days at 20 degrees Centigrade. The 
laboratory determinations shall be made 
in accordance with procedures set forth 
In “Standard^ Methods" (see 125). 

102. “Building (or House) Drain” shall 
mean that part of the lowest horizontal 
piping of a building drainage system 
which receives the discharge from soil, 
waste and other drainage pipes Inside 
the walls of the building and conveys it 
to a point approximately three feet out- 
side the foundation wall of the building. 

103. “Building (or House) Sewer” shall 
mean the pipe which is connected to the 
building (or house) drain at a point ap- 
rpoximately three feet outside the founda- 
tion wall of the . building and which con- 
veys the building’s discharge from that 
point to the public sewer or other place 
of disposal. 

104. “Chemical Oxygen Demand” (or 
COD) of sewage, sewage effluent, polluted 
waters or industrial wastes is a measure 
of the oxygen equivalent of that portion 
of the organic matter in a sample that is 
susceptible to oxidation by a strong chem- 
ical oxidant. The laboratory determination 
shall be made in accordance with pro- 
cedures set forth in “Standard Methods." 

105. “City" shall mean the City of Fort 
Wayne, Indiana, or any duly authorized 
officials acting in its behalf. 

106. "Effluent" shall mean the water, 
together with any wastes that may be 
present, flowing out of a drain, sewer, 
receptacle or outlet. 

107. “Garbage" shall mean any solid 
wastes from the preparation, cooking or 
dispensing of food and from the handling, 
storage or sale of produce. 

108. “Ground Garbage" shall mean gar- 
bage that is shredded to such a de- 
gree that all particles will be carried 
freely in suspension under the conditions 
normally prevailing in public sewer, with 
no particle being greater than one-half 
Inch in dimension. 

109. “Industrial Wastes” shall mean any 
solid, liquid or gaseous substance or form 
of energy discharged, permitted to flow 
or escaping from an industrial, manu- 
facturing, commercial or business process 
or from the development, recovery or 
processing of any natural resource car- 
ried on by any person as defined in 112. 


110. “Influent” shall mean the water, 

together with any wastes that may be pres- 
ent, flowing into a drain, sewer, recep- 
tacle or outlet. . . 

111. “Outlet" shall mean any outlet, nat- 
ural or constructed, which is the point of 
final discharge of sewage or of treat- 
ment plant effluent into any watercourse, 
pond, ditch, lake or other body of sur- 
face or ground water. 

112. “Person" shall mean any and all 
persons, natural or artificial, including 
any individual, firm, company, municipal 
or private corporation, association, socie- 
ty, institution, enterprise, governmental 
agency or other entity. 


113. “pH” shall mean the logarithm 

(to the base 10), of the reciprocal of 
the hydrogen ion concentration of a solu- 
tion expressed in gram-atoms per liter 
of solution. . „ .. 

114. “Receiving Stream” shall mean the 
watercourse, stream or body of water re- 
ceiving the water finally discharged from 
the sewage treatment plant. 

115. “Residential Property Unit shall 
mean a building under one roof de- 
signed, arranged and used primarily for 
dwelling purposes by a single family. 

116. “Sanitary Sewage” shall mean sew- 

age discharged from the sanitary con- 
veniences of dwellings (including apart- 
ment houses and hotels), office buildings, 
factories or institutions and free from 
storm water, surface water and Indus- 
trial wastes. .... .. 

117. “Service Charge" shall mean the 
basic assessment (based on water usage) 
levied on all users of the public sewerage 
system for wastes which do not exceed 
In strength the concentration values above 
which a strength-of-wastes surcharge will 
be made. 

118. “Sewage" shall mean the water- 
carried wastes from residences, business 
buildings, institutions and industrial es- 
tablishments, singular or In any combi- 
nation, together with such ground, sur- 
face and storm waters as may be pres- 


119. “Sewage Treatment Plant", or "Wa- 
er Pollution Control Plant", shall mean 
he arrangement of devices, structures 
md equipment used for treating and dis- 
using of sewage and sludge. 

120. “Sewage Utility", or “Water Pol- 
ution Control Utility,” shall mean all fa- 
rilities for collecting, transporting, pump- 
ng, treating and disposing of sewage and 
Judge, namely the sewerage system and 
he sewage treatment plant. 

121. “Sewer" shall mean a pipe or 

:onduit for carrying sewage or other 
waste liquids. „ „ 

121.1. “Combined Sewer” shall mean 

a sewer which carries both storm, 
surface and ground-water runoff and 
sewage. . . „ 

121.2. “Public Sewer" shall mean a 
sewer in which all owners of abut- 
ting property have equal rights and 
which is controlled by public au- 
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building sewer Installation, the tap con- 
tractor shall notify the Sewer Engineer 
so that the tap and the building sewer 
can be inspected and approved before 
the excavation is backfilled. Any tap or 
building sewer installation not made in 
accordance with the foregoing provisions 
shall be deemed an illegal Installation 
and, upon discovery, shall be promptly 
disconnected at the expense of the prop- 
erty owner and shall remain discortnect- 
ed until the provisions of this paragraph 
202 have been complied with. 

The Board of Public Works shall have 
the authority to require an owner of real 
property to disconnect from a building 
sewer which drains into a sanitary sew- 
er any downspouts, yard drains or oth- 
er drains which carry the runoff of 

natural precipitation. Property owners 
shall have thirty days after notice to 

comply with any such requirements. 

203. Extensions of Sewers Outside Cor- 
porate Limits. The Installation, construc- 
tion or extension of sewers by the City 
outside the corporate limits of the City 
and the connection or extension of sew- 
ers into the City’s sewerage system from, 
by or for properties located outside such 
limits shall be prohibited, except upon 
prior approval by the Common Council 
of the City by duly enacted ordinance. 

204. Connections to Sewerage System by 

Certain Out-of-City Properties. Notwith- 
standing the provisions of paragraph 203, 
the Board of Public Works of the City 
shall have the authority to permit a 

property located outside the corporate lim- 
its of the City to connect to an exist- 
ing sewer which is part of the City’s 
sewerage system, provided the property 
abuts, adjoins and is immediately con- 
tinguous to the street, alley or easement 
in which said sewer is located and pro- 
vided the property owner or occupant 
has complied with the conditions set out 
in paragraph 202. 

205. Violations and Penalties. Any per- 
son found to be violating or failing to 

comply with any of the provisions of 
paragraphs 202, 301, 401 through 405, 501 
through 503, 602 or 605 shall be served 
by the City with a written notice stating 
the nature of the violation and providing 
a reasonable time limit for its satisfac- 
tory correction. The offender shall, within 
the period of time stated in the notice, 
permanently cease all violations. 

Any person who shall continue any 
violation beyond the stated time limit 
shall be guilty of a misdemeanor and, 
upon conviction thereof, shall be sub- 
ject to a fine in any amount not less 
than $25.00 and not more than $100.00. 
Each day In which any such violation 
shall continue shall be deemed a sep- 
arate offense. 

Any person violating any of the pro- 
visions of the paragraphs set out above 
and convicted thereof shall become lia- 
ble to the City for any expense, loss or 
damage occasioned the City by reason 
of such violation. 

206. Amendment. The City of Fort 
Wayne reserves the right to amend this 
chapter of the Municipal Code, including 
the rates herein established, in part or 
in whole, as provided and permitted by 
the Si^iutes of Indiana, whenever it may 
deem it necessary. 

Article III. 

Prohibited Industrial Discharges 
301. Prohibitions and Limitations. Ex- 
cept as hereinafter provided, no person 
shall discharge or cause to be dis- 
charged to any public sewer any of the 
following described substances, wastes or 
waters. 

301.1. Any liquid or vapor having a 
temperature higher than 160 degrees 
Fahrenheit. 

301.2. Any waters or waters con- 
taining more than 100 milligrams per 
liter of fats, oils, greases or waxes. 

301.3. Any gasoline, benzene, naptha, 
fuel oil or mineral oil or any other 
flammable or explosive liquid, solid 
or gas. 

301.4. Any noxious or malodorous 
gas or substance which, either alone 
or by Interaction with other wastes. 

Is capable of creating a public nuis- 
ance or hazard to life or of pre- 
venting entry into sewers for their 
maintenance and repair. 

301.5. Any garbage that has not 
been properly ground. 

301.6. Any ashes, cinders, sand, mud, 
straw, shavings, wood, metal, glass, 
rags, feathers, tar, plastics, paunch 
manure, butchers’ offal or any other 
solid or viscous substances capable of 
causing obstruction to the flow in sew- 
ers or other interference with the 
proper operation of the sewerage sys- 
tem or the Sewage Treatment Plant. 

301.7. Any waters or wastes con- 
taining phenols In excess of 0.50 mil- 
ligrams per liter. 

301.8. Any waters or wastes hav- 
ing a pH lower than 6 or higher than 
10 or having any other corrosive prop- 
erty capable of causing damage or 
posing hazards to the structures, 
equipment or personnel of the Sew- 
age Utility. 

301.9. Any waters or wastes con- 
taining any toxic substances in quanti- 
ties that are sufficient to interfere 
with the biochemical processes of the 
Sewage Treatment Plant or that will 
pass through the Plant into the re- 
ceiving stream in amounts exceeding 
the standards set by federal, inter- 
state, state or other competent au- 
thority having Jurisdiction. Specifical- 
ly included are any waters or wastes 
containing cadmium, chromium, cop- 
per, iron, nickel, zinc or any other 
Toxic ions, compounds or substances 
in concentrations or amounts exceed- 
ing the limits established from time 
to time by the Board of Public 
Works. 

301.10. Any cyanides, as CN ions, in 
excess of one milligram per lit in 
any wastes discharged into a public 
sewer. 

301.11. Any waters or wastes con- 
taining acid metallic pickling wastes 
or concentrated plating solutions. 


301.12. Any toxic radioactive Isotopes, 
without a special permit. The radio- 
active isotopes I 131 and P 32 used 
in hospitals are not prohibited, if 
they are properly diluted before be- 
ing discharged into the sewerage sys- 
tem. 

301.13. Any waters or wastes that 
for a duration of 15 minutes or more 
have a concentration more than 5 times 
the average concentration of the BOD 
or the suspended solids of the cus- 
tomer's sewage discharged during a 
twenty-four-hour period of normal op- 
erations. 

301.14. Any waters or wastes con- 
taining suspended solids of such char- 
acter and quantity that unusual pro- 
vision, attention and expense would be 
required to handle such materials at 
the Sewage Treatment Plant, its 
pumping stations or other facilities. 

302. Responsibility for Obstructing or 
Damaging Sewers. If a public sewer be- 
comes obstructed or damaged because any 
of the aforementioned substances were im- 
properly discharged, the person or persons 
responsible for such discharge shall be 
billed and shall pay for the expenses in- 
curred by the City in cleaning out, re- 
pairing or rebuilding the sewer. 

303. Special Agreements. No statement 
contained in this article shall be con- 


mumm 
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er for the purpose of discharging indus- 
trial wastes may be required to fill out 
and file such a questionnaire, which shall 
include actual or predicted data relating 
to the quantity and characteristics of 
the wastes to be discharged. 

When special circumstances such as 
the size or complexity of his sewage dis- 
posal problem would make complying 
with the time schedule cited above an 
unreasonable burden on the person, an 
extension of time, not to exceed ninety 
days, may be granted by the Board of 
Public Works upon presentation of a proper 
application. 

502. Control Manholes. Any person dis- 
charging industrial wastes into a public 
sewer, either directly or indirectly, may 
be required by the Board of Public Works, 
upon the recommendation of the Super- 
intendent, to construct and maintain at 
his own expense one * or more control 
manholes at a specified location or loca- 
tions to facilitate the observation, meas- 
urement and sampling of his wastes. 
Such manholes shall be constructed in 
accordance with the standards and speci- 
fications of the City. The Board may 
also require the person to install and 
maintain in any such manhole at said per- 
son's expense an approved volume meas- 
uring device. Plans for the installation 
of control manholes and related equip- 
ment must be approved by the Board of 
Public Works, upon the recommendation 
of the Superintendent and the Sewer En- 
gineer, before construction is begun. 

503. Waste Sampling. Any industrial 
wastes discharged into the public sew- 
ers shall be subject to periodic inspec- 
tion and determination of character and 
concentration. The examination shall be 
made as often as the Superintendent 
deems it necessary and may Include the 
use of suitable continuously monitoring 
instruments in appropriate cases. Sam- 
ples shall be collected either manually 
or by approved mechanical devices and 
in such a manner as to be representa- 
tive of the overall composition of the 
wastes. Every care shall be exercised in 
collecting the samples to insure their 
preservation, until analyzed, in a state 
comparable to that at the time the sam- 
ples were collected. 

The installation, operation and main- 
tenance of the sampling facilities shall 
be the responsibility of the person dis- 
charging the wastes and shall be sub- 
ject to the approval of the Board of 
Public Works. Access to sampling facili- 
ties shall be granted at all times to the 
Superintendent or his duly authorized rep- 
resentative. 

504. Waste Analyses. Laboratory pro- 
cedures used in the examination of in- 
dustrial wastes shall be those set forth 
in “Standard Methods”. However, alterna- 
tive methods for certain analyses of in- 
dustrial wastes may be used subject to 
mutual agreement between the Superin- 
tendent and the customer. The City shall 
make, without charge to the customer, 
the initial analysis and regular periodic 
check analyses of the customer's wastes 
as well as other tests the Superintendent 
may deem advisable. Analyses made by 
the City at the request of the customer 
shall be charged to the customer accord- 
ing to the Utility’s standard work or- 
der billing practices. All such analyses 
shall be binding in determining strength- 
of-wastes surcharges and other matters de- 
pendent upon the character and concen- 
tration of wastes. 

505. Use of Representative Analyses. 
Until an adequate analysis of a rep- 
resentative sample of customer’s wastes 
has been obtained, the City may, for the 
purposes of this ordinance, make a de- 
termination of the character and con- 
centration of his wastes by using data 
based on analyses of similar processes 
or data for his type of business that are 
available from the Water Pollution Con- 
trol Administration of the U. S. Depart- 
ment of the Interior or from industry- 
recognized authoritative sources. This 
method, if selected by the City, shall 
continue at the City’s pleasure or until 
an adequate analysis has been made. 

Article VI. 

Service Charges Based 
on Water Usage 

601. Water Obtained from the City’s 
Water Utility. The charges made for sew- 
erage service rendered to each lot, par- 
cel of real estate or building having any 
connection with the City’s sewerage sys- 
tem or otherwise discharging sewage into 
that system, either directly or indirectly, 
shall be based upon the quantity of wa- 
ter presumed to enter the public sew- 
ers after being used in or on the prop- 
erty, as the quantity is measured by the 
water meter or meters there in use by 
the City’s Water Utility, except as herein 
otherwise provided. 

602. Water Obtained from Other 
Sources. Where the property obtains any 
part or all of the water used from 
sources other than the City's Water Util- 
ity, the owner or the tenant may be re- 
quired by the City to install and main- 
tain at his own expense a meter or 
meters acceptable to the City for the 
purpose of measuring the quantity of 
water obtained from these other sources, 
or the City may determine the quantity 
of such water by whatever means and 
methods it may find practicable. 

603. Exempt Water — General. Where a 
significant portion of the metered water 
does not and cannot enter the sewerage 
system, either directly or indirectly and 
where the quantity of water entering the 
premises averages more than 2000 cubic 
feet per month, the person having charge 
of the property may request permission 
from the City to install at his own ex- 
pense either an approved meter or me- 
ters to determine the quantity of wa- 
ter that cannot enter the sewerage sys- 
tem or an approved sewage measuring 
device or devices to determine the vol- 
ume of sewerage that actually enters 
the sewerage system; when appropriate, 
the City reserves the right to determine 
by whatever other means and methods 
it may find practicable the percentage 
of the property’s metered water that 
enters the sewerage system. In any such 
case the service charge shall be based 
on the quantity of water that can or 
actually does enter the public sewers but 
in no case shall it be less than the 
minimum charge for the size or service 
installed. 

604. Exempt Water-Sprinkling. A resi 
dential water consumer shall be billed 
for sewerage service rendered In the four 
consecutive monthly billing periods for 


which the regularly scheduled meter read- 
ings are made offer June 14 


. an amount 

based on such consumer’s average water 
consumption during the two prior months 
of March and April. Averages resulting 
in fractions of 100 cubic feet shall be 
raised to the next whole number of 100 
cubic feet. In no case, however, shall 
the charge be less than the minimum 
for the meter size installed. A residential 
water consumer billed for the first time 
during the sprinkling exemption period 
shall be billed for sewerage service on 
the basis of the minimum charge for the 
meter installed. 

The City may allow an exemption for 
billing periods other than those cited 
above, provided the consumer demon- 
strates fo the City’s satisfaction that his 
sprinkling load during such period or 
periods justifies an exemption. 

Notwithstanding any of the foregoing 
provisions, where it is evident that a 
residential water consumer uses substan- 
tially more water for non-sprinkling pur- 
poses during the sprinkling period than 
he does during March and April, he shall 
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802. Computation of Surcharge. The sur- 
charge shall be determined as follows: 

a. The excess pounds of BOD (or 
COD) and of suspended solids will 
each be computed by first multiply- 
ing the customer’s billing sewage vol- 
ume measured in units of 100 cubic 
feet for the current billing period by 
the factor 0.0062321 and then multi- 
plying this product by the differ- 
ence between (a) the concentrations 
measured in milligrams per liter of 
the BOD (or COD) and of the sus- 
pended solids respectively in the cus- 
tomer’s sewage and (b) the allowed 
concentrations set out in paragraph 
801. The surcharge for each constitu- 
ent will then be determined by mul- 
tiplying the excess pounds of each 
constituent by the appropriate rate of 
surcharge set out in paragraph 803. 

803. Rates of Surcharge. The rates of 
Surcharge for each of the aforementioned 
constitutents shall be as follows: 

a. For biochemical oxygen demand 
(BOD) — 2.12 cents per pound 

b. For chemical oxygen demand 
(COD) where BOD cannot be deter- 
mined — 1.06 cents per pound. 

c. For suspended solids 

1.91 cents per pound 

804. Revision of Rates of Surcharge. 
Prior to May 1 of each year, the Gen- 
eral Auditor of the City Utilities shall 
submit to the Board of Public Works a 
comparison of the calculated unit costs 
for removing BOD and suspended solids 
from the Sewage Treatment Plant influent 
during the previous calendar year with 
the unit charges currently In effect in 
order that the Board may determine 
whether the current rates of surcharge 
are adequate or should be changed. 

Article IX. 

Out-of-City Surcharge 
901. Application of Surcharge. Any pro- 
visions in this ordinance or in any oth- 
er ordinance ar regulation of the City 
to the contrary notwithstanding, the 
charges for sewerage services rendered to 
customers situated outside the corporate 
limits of the City of Fort Wayne shall 
be two hundred per cent of the charges 
which would be made for identical serv- 
ices rendered inside the corporate lim- 
its and which are prescribed in Article 
VII, Service Charges, and in Article VIII, 
Strength-of-Wastes Surcharges. 

Article X. 

Billing of Service Charges 

1001. Billing Period. Charges for sewer- 
age service shall be prepared and billed 
by the General Office of the City Utili- 
ties along with the bills for water serv- 
ice and shall be payable at the Gen- 
eral Office at the same time as the wa- 
ter bills. 

1002. Liability for Payment. The charges 
for sewerage service shall be billed to 
the person being billed for water serv- 
ice unless, by contract with the Utility, 
another person assumes such responsi- 
bility. If a tenant is billed, the owner 
shall In no way be relieved of liability 
in the event payment is not made by the 
tenant as herein required. Such owner 
shall have the right to examine the 
City’s collection records to ascertain 
whether such charges have been paid. 

1003. First Billings. The rates, charges 
and surcharges fixed in this ordinance 
shall be extended to and cover any ad- 
ditional premises hereafter served without 
the need for any hearing or notice. If 
+ he first billing to a new customer cov- 
ers a period other than a full billing 
month, then the service charges for such 
billing shall be made in keeping with 
standard practice in the Water Utility. 
Subsequent sewerage service billings shall 
be for periods coinciding with the billing 
periods for water service. If such rates, 
cha*ges and/or surcharges are changed, 
the first billing after such change may 
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also be for a period other than a full 
billing month in order to keep the sew- 
erage billing periods coincident with the 
water billing periods. 

1004. City Subject to Charges. For sew- 
erage service rendered to the City, the 
City shall be subject to the same rates 
and charges herein established for other 
person or to rates and charges estab- 
lished In harmony herewith. 

1005. Consolidation of Accounts. Where 
an industrial, commercial or other non- 
residential enterprise is operating in a 
unified manufacturing or service area com- 
posed of two or more contiguous parcels 
of real estate and Is supplied with water 
through two or more meters, upon appli- 
cation by the owner or his authorized 
agent, a consolidation of the water meter 
readings shall be made for the purpose 
of calculating the sewerage service charge. 

Article XI. 

Delinquent Accounts 

1101. How Delinquencies Arise. Charges 
for sewerage service levied pursuant to 
this ordinance shall be due and payable 
on or before the due dates shown on 
the bills. Any service charge not paid 
by the due date (approximately fifteen 
days after the bill is rendered) shall 
be considered delinquent. Such delin- 
quent charge together with any applied 
penalty shall be collectible as herein- 
after set forth. 

1102. Collection Through Shutting Off 
Water Service. Where the property hav- 
ing a delinquent sewerage account is 
served by the City’s Water Utility, the 
City may, after mailing a written no- 
tice at least ten days in advance to the 
water consumer and to the property 
owner, shut off the water service to the 
property. The water service shall not be 
turned back on until the delinquent serv- 
ice charges and the costs of shutting off 
and turning on the water service have 
been paid. 

1103. Collection Through the Tax Dupli- 
cate. As provided by the Statutes of In- 
diana, delinquent sewerage service charges 
may be made a lien against the property 
served through certification to the Audi- 
tor and to the Recorder of Allen Coun- 
ty. In such case, the delinquent service 
charges, together with a mandatory pen- 
alty of ten percent, shall be placed on 
the tax duplicate and be collected in 
the same manner as regular taxes and 
assessments are collected. 

1104. Collection Through Court Actions. 
In addition to the foregoing remedies, the 
City shall have the right to bring a civil 
action to recover any delinquent charges 
together with a penalty of ten percent 
and a reasonable attorney’s fee. It shall 
also have the right, as provided by the 
Statutes of Indiana, to foreclose any lien 
established under the provisions of para- 
graph 1103, with recovery of the charge, 
a penalty of ten percent and a reason- 
able attorney's fee. 

Article XII. 

Validity 

1201. Repeal of Conflicting Provisions. 
All the provisions of Chapter 26, entitled 
“Sewers and Sewerage System," of the 
Municipal Code of the City of Fort Wayne 
(1959 Edition) and the provisions of any 
ordinances and regulations which may 
be in conflict with this ordinance are 
hereby repealed as of the date this or- 
dinance takes effect. 

1202. Validation Clause. The Invalidity 
of any section, sentence, clause or pro- 
vision in this ordinance shall not affect 
the validity of any other section, sen- 
tence, clause or provision of this ordinance 
which can be given effect without such 
invalid part or parts. 

Article XIII. 

Effective Dates 

1301. General Provisions. Except as set 
out below in paragraph 1302, the pro- 
visions of this ordinance shall be in full 
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en- 


force and effect from and after Its pas- 
sage, approval by the Mayor and due 
legal publication thereof. 

1302. Strength-of-Wastes Surcharge Pro- 
visions. The provisions of Article VIII, en- 
titled “Strength-of-Wastes Surcharge," shall 
be in full force and effect from and 
after the billings for May 1971. 

Read the third time in full and on mo- 
tion by Tipton seconded by Geake and 
duly adopted, placed on its passage. 
Passed by the following vote: 

Ayes seven 

Adams, Fay, Geake, Nuckols, Rous- 
seau, Steigerwald, Tipton. 

Nays none 

Absent two, to-wit: Councilmen Dunl- 
fon and Robinson. 

Date: 2-23-71. 

Fuad G. Bonahoom, City Clerk. 

Passed and adopted by the Common 
Council of the City of Fort Wayne, In- 
diana, as General Ordinance No. G.-106-71 
on the 23rd day of February, 1971. 

ATTEST: (SEAL) 

Phil A. Steigerwald, Presiding Officer 

Fuad G. Bonahoom, City Clerk. 

Presented by me to the Mayor of the 
City of Fort Wayne, Indiana, on the 24th 
day of February, 1971 at the hour of 
8:30 o’clock A.M., E.S.T. 

Fuad G. Bonahoom, City Clerk. 

Approved and signed by me this 25th 
day of February, 1971 ,at the hour of 
10:32 o’clock A.M., E.S.T. 

Harold S. Zeis, Mayor. 

I, Fuad G. Bonahoom, Clerk of the City 
of Fort Wayne, Indiana, do hereby cer- 
tify that the above and forfegoing is a full, 
true, and complete copy of General Ordi- 
nance No. G-106-71 passed by the Com- 

mon Council on the 23rd day of February, 
1971, and that said Ordinance was duly 
signed, and approved by the Mayor on the 
25th day of February, 1971 and now re- 
mains on file and on record In my office. 

WITNESS my hand, and the official 
seal of the City of Fort Wayne, Indiana, 
this 25th day of February, 1971. 

SEAL 

Fuad G. Bonahoom, City Clerk. 
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building sewer Installation, the tap con- 
tractor shall notify the Sewer Engineer 
so that the tap and the building sewer 
can be inspected and approved before 
the excavation is backfilled. Any tap or 
building sewer installation not made in 
accordance with the foregoing provisions 
shall be deemed an illegal installation 


and, upon discovery, shall be promptly 
-i X-., x X,.. , the prop- 


7gen Demand” (or 
ge effluent, polluted 
wastes is a measure 
ent of that portion 
in a sample that is 
i by a strong chem- 
*atory determination 
cordance with pro- 
tandard Methods.” 
an the City of Fort 
my duly authorized 
behalf. 

I mean the water, 
astes that may be 
of a drain, sewer. 


II mean any solid 
oration, cooking or 
from the handling, 
oduce. 

le” shall mean gar- 
id to such a de- 
>s will be carried 
nder the conditions 
public sewer, with 
>ater than one-half 


s” shall mean any 
substance or form 
permitted to flow 
industrial, manu- 
or business process 
ment, recovery or 
tural resource car- 
as defined in 112. 


mean the water, 
s that may be pres- 
rain, sewer, recep- 


ean any outlet, nat- 
iich is the point of 
wage or of treat- 
o any watercourse, 
other body of sur- 


mean any and all 
artificial, including 

company, municipal 

association, socie- 
rise, governmental 


ean the logarithm 
the reciprocal of 
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m" shall mean the 
body of water re- 
ly discharged from 
plant. 

operty Unit” shall 
ier one roof de- 
used primarily for 
a single family. 

»” shall mean sew- 
the sanitary con- 
(including apart- 
s), office buildings, 
s and free from 
water and Indus- 


»" shall mean the 
id on water usage) 
the public sewerage 
ich do not exceed 
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mean the water- 
esidences, business 
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or In any combi- 
such ground, sur- 
; as may be pres- 


nt Plant”, or “Wa- 
Plant", shall mean 
devices, structures 
r treating and dis- 
sludge. 

”, or “Water Pol- 
shall mean all fa- 
transporting, pump- 
sing of sewage and 
ferage system and 
plant. 

mean a pipe or 
sewage or other 
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disconnected at the expense of ...» 
erty owner and shall remain disconnect- 
ed until the provisions of this paragraph 
202 have been complied with. 

The Board of Public Works shall have 
the authority to require an owner of real 
property to disconnect from a building 
sewer which drains into a sanitary sew- 
er any downspouts, yard drains or oth- 
er drains which carry the runoff of 
natural precipitation. Property owners 
shall have thirty days after notice to 
comply with any such requirements. 

203. Extensions of Sewers Outside Cor- 
porate Limits. The installation, construc- 
tion or extension of sewers by the City 
outside the corporate limits of the City 
and the connection or extension of sew- 
ers into the City’s sewerage system from, 
by or for properties located outside such 
limits shall be prohibited, except upon 
prior approval by the Common Council 
of the City by duly enacted ordinance. 

204. Connections to Sewerage System by 
Certain Out-of-City Properties. Notwith- 
standing the provisions of paragraph 203, 
the Board of Public Works of the City 
shall have the authority to permit a 
property located outside the corporate lim- 
its of the City to connect to an exist- 
ing sewer which Is part of the City's 
sewerage system, provided the property 
abuts, adjoins and is immediately con- 
tiguous to the street, alley or easement 
in which said sewer Is located and pro- 
vided the property owner or occupant 
has complied with the conditions set out 
in paragraph 202. 

205. Violations and Penalties. Any per- 
son found to be violating or failing to 
comply with any of the provisions of 
paragraphs 202, 301, 401 through 405, 501 
through 503, 602 or 605 shall be served 
by the City with a written notice stating 
the nature of the violation and providing 
a reasonable time limit for its satisfac- 
tory correction. The offender shall, within 
the period of time stated in the notice 
permanently cease all violations. 

Any person who shall continue any 
violation beyond the stated time limit 
shall be guilty of a misdemeanor and, 
upon conviction thereof, shall be sub- 
ject to a fine In any amount not less 
than $25.00 and not more than $100.00. 
Each day In which any such violation 
shall continue shall be deemed a sep- 
arate offense. 

Any person violating any of the pro- 
visions of the paragraphs set out above 
and convicted thereof shall become lia- 
ble to the City for any expense, loss or 
damage occasioned the City by reason 
of such violation. 

206. Amendment. The City of Fort 
Wayne reserves the right to amend this 
chapter of the Municipal Code, including 
the rates herein established, in part or 
in whole, as provided and permitted by 
the Si^iutes of Indiana, whenever it may 
deem it necessary. 

Article III. 

Prohibited Industrial Discharges 
301. Prohibitions and Limitations. Ex- 
cept as hereinafter provided, no person 
shall discharge or cause to be dis- 
charged to any public sewer any of the 
following described substances, wastes or 
waters. 

301.1. Any liquid or vapor having a 
temperature higher than 160 degrees 
Fahrenheit. 

301.2. Any waters or waters con- 
taining more than 100 milligrams per 
liter of fats, oils, greases or waxes. 

301.3. Any gasoline, benzene, naptha, 
fuel oil or mineral oil or any other 
flammable or explosive liquid, solid 
or gas. 

301.4. Any noxious or malodorous 
gas or substance which, either alone 
or by interaction with other wastes, 
is capable of creating a public nuis- 
ance or hazard to life or of pre- 
venting entry into sewers for their 
maintenance and repair. 

301.5. Any garbage that has not 
been properly ground. 

301.6. Any ashes, cinders, sand, mud, 
straw, shavings, wood, metal, glass, 
rags, feathers, tar, plastics, paunch 
manure, butchers’ offal or any other 
solid or viscous substances capable of 
causing obstruction to the flow in sew- 
ers or other interference with the 
proper operation of the sewerage sys- 
tem or the Sewage Treatment Plant. 

301.7. Any waters or wastes con- 
taining phenols In excess of 0.50 mil- 
ligrams per liter. 

301.8. Any waters or wastes hav- 
ing a pH lower than 6 or higher than 
10 or having any other corrosive prop- 
erty capable of causing damage or 
posing hazards to the structures, 
equipment or personnel of the Sew- 
age Utility. 

301.9. Any waters or wastes con- 
taining any toxic substances in quanti- 
ties that are sufficient to interfere 
with the biochemical processes of the 
Sewage Treatment Plant or that will 
pass through the Plant into the re- 
ceiving stream in amounts exceeding 
the standards set by federal, inter- 
state, state or other competent au- 
thority having Jurisdiction. Specifical- 
ly included are any waters or wastes 
containing cadmium, chromium, cop- 
per, iron, nickel, zinc or any other 
toxic ions, compounds or substances 
in concentrations or amounts exceed- 
ing the limits established from time 
to time by the Board of Public 
Works. 

301.10. Any cyanides, as CN Ions, in 
excess of one milligram per lit in 
any wastes discharged into a public 
sewer. 

301.11. Any waters or wastes con- 
taining acid metallic pickling wastes 
or concentrated plating solutions. 
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301.12. Any toxic radioactive Isotopes, 
without a special permit. The radio- 
active isotopes I 131 and P 32 used 
in hospitals are not prohibited, if 
they are properly diluted before be- 
ing discharged into the sewerage sys- 
tem. 

301.13. Any waters or wastes that 
for a duration of 15 minutes or more 
have a concentration more than 5 times 
the average concentration of the BOD 
or the suspended solids of the cus- 
tomer’s sewage discharged during a 
twenty-four-hour period of normal op- 
erations. 

301.14. Any waters or wastes con- 
taining suspended solids of such char- 
acter and quantity that unusual pro- 
vision, attention and expense would be 
required to handle such materials at 
the Sewage Treatment Plant, its 
pumping stations or other facilities. 

302. Responsibility for Obstructing or 
Damaging Sewers. If a public sewer be- 
comes obstructed or damaged because any 
of the aforementioned substances were im- 
properly discharged, the person or persons 
responsible for such discharge shall be 
billed and shall pay for the expenses in- 
curred by the City in cleaning out, re- 
pairing or rebuilding the sewer. 

303. Special Agreements. No statement 
contained in this article shall be con- 
strued as prohibiting any special agree- 
ment or arrangement between the City 
and any person whereby an Industrial 
waste of unusual strength or character 
may be accepted by the City for treat- 
ment either with or without pretreatment, 
provided there is no impairment of the 
functioning of the Sewage Utility by rea- 

' he admission of such wastes and 


er for the purpose of discharging Indus- 
trial wastes may be required to fill out 
and file such a questionnaire, which shall 
include actual or predicted data relating 
to the quantity and characteristics ot 
the wastes to be discharged. 

When special circumstances such 
the size or complexity of his sewage dis- 
posal problem would make complying 
with the time schedule cited above an 
unreasonable burden on the person, an 
extension of time, not to exceed ninety 
days, may be granted by the Board of 
Public Works upon presentation of a proper 
application. 

502. Control Manholes. Any person dis- 
charging industrial wastes into a public 
sewer, either directly or Indirectly, may 
be required by the Board of Public Works, 
upon the recommendation of the Super- 
intendent, to construct and maintain at 
his own expense one * or more control 
manholes at a specified location or loca- 
tions to facilitate the observation, meas- 
urement and sampling of his wastes. 
Such manholes shall be constructed in 
accordance with the standards and speci- 
fications of the City. The Board may 
also require the person to install and 
maintain in any such manhole at said per- 
son’s expense an approved volume meas- 
uring device. Plans for the installation 
of control manholes and related equip- 
ment must be approved by the Board of 
Public Works, upon the recommendation 
of the Superintendent and the Sewer En- 
gineer, before construction is begun. 

503. Waste Sampling. Any industrial 
wastes discharged into the public sew- 
ers shall be subject to periodic inspec- 
tion and determination of character and 
concentration. The examination shall be 
made as often as the Superintendent 
deems it necessary and may include the 
use of suitable continuously monitoring 
instruments in appropriate cases. Sam- 
ples shall be collected either manually 
or by approved mechanical devices and 
in such a manner as to be representa- 
tive of the overall composition of the 
wastes. Every care shall be exercised in 
collecting the samples to Insure their 
preservation, until analyzed, in a state 
comparable to that at the time the sam- 
ples were collected. 

The installation, operation and main- 
tenance of the sampling facilities shall 
be the responsibility of the person dis- 
charging the wastes and shall be sub- 
ject to the approval of the Board of 
Public Works. Access to sampling facili- 
ties shall be granted at all times to the 
Superintendent or his duly authorized rep- 
resentative. 

504. Waste Analyses. Laboratory pro- 
cedures used in the examination of in- 
dustrial wastes shall be those set forth 
in “Standard Methods". However, alterna- 
tive methods for certain analyses of in- 
dustrial wastes may be used subject to 
mutual agreement between the Superin- 
tendent and the customer. The City shall 
make, without charge to the customer, 
the initial analysis and regular periodic 
check analyses of the customer's wastes 
as well as other tests the Superintendent 
may deem advisable. Analyses made by 
the City at the request of the customer 
shall be charged to the customer accord- 
ing to the Utility’s standard work or- 
der billing practices. All such analyses 
shall be binding in determining strength- 
of-wastes surcharges and other matters de- 
pendent upon the character and concen- 
tration of wastes. 

505. Use of Representative Analyses. 

Until an adequate analysis of a rep- 
resentative sample of customer’s wastes 
has been obtained, the City may, for the 
purposes of this ordinance, make a de- 
termination of the character and con- 
centration of his wastes by using data 

based on analyses of similar processes 
or data for his type of business that are 
available from the Water Pollution Con- 
trol Administration of the U. S. Depart- 
ment of the Interior or from industry- 

recognized authoritative sources. This 
method, if selected by the City, shall 
continue at the City’s pleasure or until 
an adequate analysis has been made. 

Article VI. 

Service Charges Based 
on Water Usage 

601. Water Obtained from the City’s 

Water Utility. The charges made for sew- 
erage service rendered to each lot, par- 

cel of real estate or building having any 
connection with the City's sewerage sys- 
tem or otherwise discharging sewage into 
that system, either directly or indirectly, 
shall be based upon the quantity of wa- 
ter presumed to enter the public sew- 
ers after being used in or on the prop- 
erty, as the quantity is measured by the 
water meter or meters there in use by 
the City’s Water Utility, except as herein 
otherwise provided. 

602. Water Obtained from Other 
Sources. Where the property obtains any 
part or all of the water used from 
sources other than the City’s Water Util- 
ity, the owner or the tenant may be re- 
quired by the City to install and main- 
tain at his own expense a meter or 
meters acceptable to the City for the 
purpose of measuring the quantity of 
water obtained from these other sources, 
or the City may determine the quantity 
of such water by whatever means and 
methods it may find practicable. 

603. Exempt Water — General. Where a 
significant portion of the metered water 
does not and cannot enter the sewerage 
system, either directly or indirectly and 
where the quantity of water entering the 
premises averages more than 2000 cubic 
feet per month, the person having charge 
of the property may request permission 
from the City to install at his own ex- 
pense either an approved meter or me- 
ters to determine the quantity of wa- 
ter that cannot enter the sewerage sys- 
tem or an approved sewage measuring 
device or devices to determine the vol- 
ume of sewerage that actually enters 
the sewerage system; when appropriate, 
the City reserves the right to determine 
by whatever other means and methods 
it may find practicable the percentage 
of the property’s metered water that 
enters the sewerage system. In any such 
case the service charge shall be based 
on the quantity of water that can or 
actually does enter the public sewers but 
in no case shall it be less than the 
minimum charge for the size or service 
installed. 

604. Exempt Water-Sprinkling. A resi- 
dential water consumer shall be billed 
for sewerage service rendered In the four 
consecutive monthly billing periods for 
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which the regularly scheduled meter read- 
ide affc 


ings are made after June 14 an amount 
based on such consumer’s average water 
consumption during the two prior months 
of March and April. Averages resulting 
in fractions of 100 cubic feet shall be 
raised to the next whole number of 100 
cubic feet. In no case, however, shall 
the charge be less than the minimum 
for the meter size installed. A residential 
water consumer billed for the first time 
during the sprinkling exemption period 
shall be billed for sewerage service on 
the basis of the minimum charge for the 
meter installed. 

The City may allow an exemption for 
billing periods other than those cited 
above, provided the consumer demon- 
strates to the City's satisfaction that his 
sprinkling load during such period or 
periods justifies an exemption. 

Notwithstanding any of the foregoing 
provisions, where it Is evident that a 
residential water consumer uses substan- 
tially more water for non-sprinkling pur- 
poses during the sprinkling period than 
he does during March and April, he shall 
not be entitled to the sprinkling exemption 
but shall be billed on the basis of the 
water actually used. However, such con- 
sumer may, at his own expense and with 
the City’s approval, install a secondary 
meter or meters on that portion of his 
water supply system which serves only 
his sprinkling load so as to measure 
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802. Computation of Surcharge. The sur- 
charge shall be determined as follows: 

a. The excess pounds of BOD (or 
COD) and of suspended solids will 
each be computed by first multiply- 
ing the customer’s billing sewage vol- 
ume measured in units of 100 cubic 
feet for the current billing period by 
the factor 0.0062321 and then multi- 
plying this product by the differ- 
ence between (a) the concentrations 
measured in milligrams per liter of 
the BOD (or COD) and of the sus- 
pended solids respectively in the cus- 
tomer’s sewage and (b) the allowed 
concentrations set out in paragraph 
801. The surcharge for each constitu- 
ent will then be determined by mul- 
tiplying the excess pounds of each 
constituent by the appropriate rate of 
surcharge set out in paragraph 803. 

803. Rates of Surcharge. The rates of 
Surcharge for each of the aforementioned 
constitutents shall be as follows: 

a. For biochemical oxygen demand 
(BOD) — 2.12 cents per pound 

b. For chemical oxygen demand 
(COD) where BOD cannot be deter- 
mined 1.06 cents per pound. 

c. For suspended solids 

1.91 cents per pound 

804. Revision of Rates of Surcharge. 
Prior to May 1 of each year, the Gen- 
eral Auditor of the City Utilities shall 
submit to the Board of Public Works a 
comparison of the calculated unit costs 
for removing BOD and suspended solids 
from the Sewage Treatment Plant influent 
during the previous calendar year with 
the unit charges currently In effect in 
order that the Board may determine 
whether the current rates of surcharge 
are adequate or should be changed. 

Article IX. 

Out-of-City Surcharge 
901. Application of Surcharge. Any pro- 
visions in this ordinance or in any oth- 
er ordinance or regulation of the City 
to the contrary notwithstanding, the 
charges for sewerage services rendered to 
customers situated outside the corporate 
limits of the City of Fort Wayne shall 
be two hundred per cent of the charges 
which would be made for identical serv- 
ices rendered inside the corporate lim- 
its and which are prescribed in Article 
VII, Service Charges, and in Article VIII, 
Strength-of-Wastes Surcharges. 

Article X. 

Billing of Service Charges 

1001. Billing Period. Charges for sewer- 
age service shall be prepared and billed 
by the General Office of the City Utili- 
ties along with the bills for water serv- 
ice and shall be payable at the Gen- 
eral Office at the same time as the wa- 
ter bills. 

1002. Liability for Payment. The charges 
for sewerage service shall be billed to 
the person being billed for water serv- 
ice unless, by contract with the Utility, 
another person assumes such responsi- 
bility. If a tenant is billed, the owner 
shall In no way be relieved of liability 
in the event payment is not made by the 
tenant as herein required. Such owner 
shall have the right to examine the 
City's collection records to ascertain 
whether such charges have been paid. 

1003. First Billings. The rates, charges 
and surcharges fixed In this ordinance 
shall be extended to and cover any ad- 
ditional premises hereafter served without 
the need for any hearing or notice. If 
+ he first billing to a new customer cov- 
ers a period other than a full billing 
month, then the service charges for such 
billing shall be made in keeping with 
standard practice in the Water Utility. 
Subsequent sewerage service billings shall 
be for periods coinciding with the billing 
periods for water service. If such rates, 
charges and/or surcharges are changed, 
the first billing after such change may 
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also be for a period other than a full 
billing month in order to keep the sew- 
erage billing periods coincident with the 
water billing periods. 

1004. City Subject to Charges. For sew- 
erage service rendered to the City, the 
City shall be subject to the same rates 
and charges herein established for other 
person or to rates and charges estab- 
lished In harmony herewith. 

1005. Consolidation of Accounts. Where 
an industrial, commercial or other non- 
residential enterprise is operating in a 
unified manufacturing or service area com- 
posed of two or more contiguous parcels 
of real estate and is supplied with water 
through two or more meters, upon appli- 
cation by the owner or his authorized 
agent, a consolidation of the water meter 
readings shall be made for the purpose 
of calculating the sewerage service charge. 

Article XI. 

Delinquent Accounts 

1101. How Delinquencies Arise. Charges 
for sewerage service levied pursuant to 
this ordinance shall be due and payable 
on or before the due dates shown on 
the bills. Any service charge not paid 
by the due date (approximately fifteen 
days after the bill is rendered) shall 
be considered delinquent. Such delin- 
quent charge together with any applied 
penalty shall be collectible as herein 
after set forth. 

1102. Collection Through Shutting Off 
Water Service. Where the property hav- 
ing a delinquent sewerage account is 
served by the City’s Water Utility, the 
City may, after mailing a written no- 
tice at least ten days in advance to the 
water consumer and to the property 
owner, shut off the water service to the 
property. The water service shall not be 
turned back on until the delinquent serv- 
ice charges and the costs of shutting off 
and turning on the water service have 
been paid. 

1103. Collection Through the Tax Dupli- 
cate. As provided by the Statutes of In- 
diana, delinquent sewerage service charges 
may be made a lien against the property 
served through certification to the Audi- 
tor and to the Recorder of Allen Coun- 
ty. In such case, the delinquent service 
charges, together with a mandatory pen- 
alty of ten percent, shall be placed on 
the tax duplicate and be collected in 
the same manner as regular taxes and 
assessments are collected. 

1104. Collection Through Court Actions. 
In addition to the foregoing remedies, the 
City shall have the right to bring a civil 
action to recover any delinquent charges 
together with a penalty of ten percent 
and a reasonable attorney’s fee. It shall 
also have the right, as provided by the 
Statutes of Indiana, to foreclose any lien 
established under the provisions of para- 
graph 1103, with recovery of the charge, 
a penalty of ten percent and a reason- 
able attorney’s fee. 

Article XII. 

Validity 

1201. Repeal of Conflicting Provisions. 
All the provisions of Chapter 26, entitled 
“Sewers and Sewerage System," of the 
Municipal Code of the City of Fort Wayne 
(1959 Edition) and the provisions of any 
ordinances and regulations which may 
be in conflict with this ordinance are 
hereby repealed as of the date this or- 
dinance takes effect. 

1202. Validation Clause. The Invalidity 
of any section, sentence, clause or pro- 
vision in this ordinance shall not affect 
the validity of any other section, sen- 
tence, clause or provision of this ordinance 
which can be given effect without such 
invalid part or parts. 

Article XIII. 

Effective Dates 

1301. General Provisions. Except as set 
out below in paragraph 1302, the pro- 
visions of this ordinance shall be in full 
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force and effect from and after Its pas- 
sage, approval by the Mayor and due 
legal publication thereof. 

1302. Strength-of-Wastes Surcharge Pro- 
visions. The provisions of Article VIII, en- 
titled “Strength-of-Wastes Surcharge,” shall 
be in full force and effect from and 
after the billings for May 1971. 

Read the third time in full and on mo- 
tion by Tipton seconded by Geake and 
duly adopted, placed on its passage. 
Passed by the following vote: 

Ayes seven 

Adams, Fay, Geake, Nuckols, Rous- 
seau, Steigerwald, Tipton. 

Nays none 

Absent two, to-wit: Councilmen Dunl- 
fon and Robinson. 

Date: 2-23-71. 

Fuad G. Bonahoom, City Clerk. 

Passed and adopted by the Common 
Council of the City of Fort Wayne, In- 
diana, as General Ordinance No. G.-106-71 
on the 23rd day of February, 1971. 

ATTEST: (SEAL) 

Phil A. Steigerwald, Presiding Officer 

Fuad G. Bonahoom, City Clerk. 

Presented by me to the Mayor of the 
City of Fort Wayne, Indiana, on the 24th 
day of February, 1971 at the hour of 
8:30 o’clock A.M., E.S.T. 

Fuad G. Bonahoom, City Clerk. 

Approved and signed by me this 25th 
day of February, 1971 ,at the hour of 
10:32 o’clock A.M., E.S.T. 

Harold S. Zeis, Mayor. 

I, Fuad G. Bonahoom, Clerk of the City 
of Fort Wayne, Indiana, do hereby cer- 
tify that the above and forfegolng is a full, 
true, and complete copy of General Ordi- 
nance No. G-l 06-71 passed by the Com- 
mon Council on the 23rd day of February, 
1971, and that said Ordinance was duly 
signed, and approved by the Mayor on the 
25th day of February, 1971 and now re- 
mains on file and on record In my office. 

WITNESS my hand, and the official 
seal of the City of Fort Wayne, Indiana, 
this 25th day of February, 1971. 

SEAL 

3 Fuad G. Bonahoom, City Clerk. 


COD) of sewage, sewage effluent, polluted 
waters or industrial wastes is a measure 
of the oxygen equivalent of that portion 
of the organic matter in a sample that is 
susceptible to oxidation by a strong chem- 
ical oxidant. The laboratory determination 
shall be made In accordance with pro- 
cedures set forth in “Standard Methods. " 

105. “City” shall mean the City of Fort 
Wayne, Indiana, or any duly authorized 
officials acting in its behalf. 

106. “Effluent" shall mean the water, 
together with any wastes that may be 
present, flowing out of a drain, sewer, 
receptacle or outlet. 

107. “Garbage" shall mean any solid 
wastes from the preparation, cooking or 
dispensing of food and from the handling 
storage or sale of produce. 

108. “Ground Garbage" shall mean gar 
bage that is shredded to such a de- 
gree that all particles will be carried 
freely in suspension under the conditions 
normally prevailing in public sewer, with 
no particle being greater than one-half 
Inch in dimension. 

109. “Industrial Wastes" shall mean any 
solid, liquid or gaseous substance or form 
of energy discharged, permitted to flow 
or escaping from an industrial, manu- 
facturing, commercial or business process 
or from the development, recovery or 
processing of any natural resource car- 
ried on by any person as defined in 112. 

110. “Influent" shall mean the water, 
together with any wastes that may be pres- 
ent, flowing into a drain, sewer, recep- 
tacle or outlet. 

111. “Outlet" shall mean any outlet, nat- 
ural or constructed, which is the point of 
final discharge of sewage or of treat- 
ment plant effluent into any watercourse, 
pond, ditch, lake or other body of sur- 
face or ground water. 

112. “Person” shall mean any and all 
persons, natural or artificial, including 
any individual, firm, company, municipal 
or private corporation, association, socie- 
ty, institution, enterprise, governmental 
agency or other entity. 

113. “pH" shall mean the logarithm 
(to the base 10), of the reciprocal of 
the hydrogen ion concentration of a solu- 
tion expressed in gram-atoms per liter 
of solution. 

114. “Receiving Stream" shall mean the 
watercourse, stream or body of water re- 
ceiving the water finally discharged from 
the sewage treatment plant. 

115. “Residential Property Unit" shall 
mean a building under one roof de- 
signed, arranged and used primarily for 
dwelling purposes by a single family. 

116. “Sanitary Sewage" shall mean sew- 
age discharged from the sanitary con- 
veniences of dwellings (including apart- 
ment houses and hotels), office buildings, 
factories or institutions and free from 
storm water, surface water and indus- 
trial wastes. 

117. “Service Charge" shall mean the 
basic assessment (based on water usage) 
levied on all users of the public sewerage 
system for wastes which do not exceed 
In strength the concentration values above 
which a strength-of-wastes surcharge will 
be made. 

118. “Sewage" shall mean the water- 
carried wastes from residences, business 
buildings, institutions and industrial es- 
tablishments, singular or In any combi- 
nation, together with such ground, sur- 
face and storm waters as may be pres- 
ent. 

119. “Sewage Treatment Plant", or “Wa- 
ter Pollution Control Plant", shall mean 
the arrangement of devices, structures 
and equipment used for treating and dis- 
posing of sewage and sludge. 

120. “Sewage Utility", or “Water Pol- 
lution Control Utility,” shall mean all fa- 
cilities for collecting, transporting, pump- 
ing, treating and disposing of sewage and 
sludge, namely the sewerage system and 
the sewage treatment plant. 

121. “Sewer" shall mean a pipe or 
conduit for carrying sewage or other 
waste liquids. 

121.1. “Combined Sewer" shall mean 
a sewer which carries both storm, 
surface and ground-water runoff and 
sewage. 

121.2. “Public Sewer" shall mean a 
sewer in which all owners of abut- 
ting property have equal rights and 
which is controlled by public au- 
thority. 

121.3. “Sanitary Sewer" shall mean 
a sewer which carries sewage and to 
which storm, surface and ground wa- 
ters and unpolluted Industrial waste 
waters are not intentionally admitted. 

121.4. “Storm Sewer" shall mean a 
sewer which carries storm, surface 
and groundwater drainage but ex- 
cludes sewage. 

122. “Sewer Engineer" shall mean the 
Chief Sewer Engineer of the City of 
Fort Wayne or his duly authorized rep- 
resentative; the term shall be equivalent 
to the expression “Water Pollution Con- 
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deem it necessary. 

Article III. 

Prohibited Industrial Discharges 
301. Prohibitions and Limitations. Ex- 
cept as hereinafter provided, no person 
shall discharge or cause to be dis- 
charged to any public sewer any of the 
following described substances, wastes or 
waters. 

301.1. Any liquid or vapor having a 
temperature higher than 160 degrees 
Fahrenheit. 

301.2. Any waters or waters con- 
taining more than 100 milligrams per 
liter of fats, oils, greases or waxes. 

301.3. Any gasoline, benzene, naptha, 
fuel oil or mineral oil or any other 
flammable or explosive liquid, solid 
or gas. 

301.4. Any noxious or malodorous 
gas or substance which, either alone 
or by interaction with other wastes, 
is capable of creating a public nuis- 
ance or hazard to life or of pre- 
venting entry into sewers for their 
maintenance and repair. 

301.5. Any garbage that has not 
been properly ground. 

301.6. Any ashes, cinders, sand, mud, 
straw, shavings, wood, metal, glass, 
rags, feathers, tar, plastics, paunch 
manure, butchers’ offal or any other 
solid or viscous substances capable of 
causing obstruction to the flow in sew- 
ers or other interference with the 
proper operation of the sewerage sys- 
tem or the Sewage Treatment Plant. 

301.7. Any waters or wastes con- 
taining phenols In excess of 0.50 mil- 
ligrams per liter. 

301.8. Any waters or wastes hav- 
ing a pH lower than 6 or higher than 
10 or having any other corrosive prop- 
erty capable of causing damage or 
posing hazards to the structures, 
equipment or personnel of the Sew- 
age Utility. 

301.9. Any waters or wastes con- 
taining any toxic substances in quanti- 
ties that are sufficient to interfere 
with the biochemical processes of the 
Sewage Treatment Plant or that will 
pass through the Plant into the re- 
ceiving stream in amounts exceeding 
the standards set by federal, inter- 
state, state or other competent au- 
thority having Jurisdiction. Specifical- 
ly included are any waters or wastes 
containing cadmium, chromium, cop- 
per, iron, nickel, zinc or any other 
toxic Ions, compounds or substances 
in concentrations or amounts exceed- 
ing the limits established from time 
to time by the Board of Public 
Works. 

301.10. Any cyanides, as CN Ions, in 
excess of one milligram per lit in 
any wastes discharged into a public 
sewer. 

301.11. Any waters or wastes con- 
taining acid metallic pickling wastes 
or concentrated plating solutions. 

301.12. Any toxic radioactive Isotopes, 
without a special permit. The radio- 
active Isotopes I 131 and P 32 used 
in hospitals are not prohibited, if 
they are properly diluted before be- 
ing discharged into the sewerage sys- 
tem. 

301.13. Any waters or wastes that 
for a duration of 15 minutes or more 
have a concentration more than 5 times 
the average concentration of the BOD 
or the suspended solids of the cus- 
tomer’s sewage discharged during a 
twenty-four-hour period of normal op- 
erations. 

301.14. Any waters or wastes con- 
taining suspended solids of such char- 
acter and quantity that unusual pro- 

ntion and 


123. “Sewerage System" shall mean the 
network of sewers and appurtenances used 
for collecting, transporting and pumping 
sewage to the sewage treament plant. 

124. “Shall” is mandatory; “may" is 

permissible. - .... 

125. “Standard Methods" shall mean 
the examination and analytical procedures 
set forth in the most recent edition of 
“Standard Methods for the Examination of 
Water and Wastewater:, published joint- 
ly by the American Public Health As- 
sociation, the American Water Works As- 
sociation and the Water Pollution Con- 
trol Federation. 

126. “Superintendent" shall mean the 
Superintendent of the Sewage Treatment 
Plant (or Water Pollution Control Plant) 
of the City of Fort Wayne or his duly 
authorized representative. 

127. “Surcharge" shall mean a charge 

for sewerage services in addition to the 
basic service charge. „ . „ 

127.1. “Out-of-City Surcharge" shall 
mean the extra charges for sewer- 
age service assessed customers sit- 
uated outside the corporate limits of 
the City (designated OCS). 

127.2. “Strength-of-Wastes Surcharge" 
shall mean the extra charges for sew- 
erage service assessed customers 
whose sewage Is of such a nature 
that it imposes upon the Sewage Util- 
ity a burden greater than that cov- 
ered by the basic service charge. 

128. “Suspended Solids" shall mean sol- 
ids which either float on the surface of 
or are in suspension in water, sewage or 
other liquid and which are removable by 
laboratory filtration. Their concentration 
shall be expressed in milligrams per 
liter. Quantitative determinations shall be 
made In accordance with procedures set 
forth in “Standard Methods”. 

129. “Watercourse" shall mean a chan- 
nel in which a flow of water occurs ei- 
ther continuously or intermittently. 

Article II. General Provisions 

201. Bylaws, Rules and Regulations. The 
Board of Public Works of the City of 
Fort Wayne shall, in accordance with the 
Statutes of Indiana, make and enforce 
whatever bylaws, rules and regulations it 
may deem necessary for the safe, eco- 
nomical and efficient management of the 
City’s Sewage Utility, for the construc- 
tion and use of building sewers and con- 
nections to the sewerage system, for the 
regulation, collection and refunding of the 
rates and charges for sewerage service 
and, In general, for the implementation 
of the provisions of this ordinance. 

202. Requirements for Connecting to 
Public Sewers. No owner or occupant of 
any real property shall tap or drain ei- 
ther directly or indirectly into any pub- 
lic sewer until a sewer tap permit has 
been obtained and until he has satisfied 
his obligation to pay all assessments, re- 
imbursements or pro rata shares of sew- 
er extension costs laid against that prop- 
erty for public sewer installed to serve 
it. A tap permit given in error or sew- 
erage service charges billed to a prop- 
erty in error shall not operate to nulli- 
fy any such obligation that has been 
duly recorded. 

Tap permits shall be obtained from the 
City's Permit Office and shall be is- 
sued only to licensed sewer tap con- 
tractors, who shall pay to the Sewage 
Utility a fee of ten dollars for each tap 
permit for a normal six-inch service, a 
fee of twenty dollars for each tap per- 
mit for a special six-inch service and 
a fee of twenty dollars for each tap 
permit ror a service larger than six 
Inches. After making each sewer tap and 


Part or »u h , 

in whole, as provided and permitted by Snii b hl £f S w^ , — ch a + na y 

the Scutes of Indiana, whenever it may ? ? e bmd L ng ln determining strength- 
u UMU/ w,,c,,ever Ir may of-wastes surcharges and other matters de- 
pendent upon the character and concen- 
tration of wastes. 

505. Use of Representative Analyses. 
Until an adequate analysis of a rep- 
resentative sample of customer’s wastes 
has been obtained, the City may, for the 
purposes of this ordinance, make a de- 
termination of the character and con- 
centration of his wastes by using data 

based on analyses of similar processes 
or data for his type of business that are 
available from the Water Pollution Con- 
trol Administration of the U. S. Depart- 
ment of the Interior or from Industry- 

recognized authoritative sources. This 
method, if selected by the City, shall 
continue at the City's pleasure or until 
an adequate analysis has been made. 
Article VI. 

Service Charges Based 
on Water Usage 

601. Water Obtained from the City's 

Water Utility. The charges made for sew- 
erage service rendered to each lot, par- 

cel of real estate or building having any 
connection with the City’s sewerage sys- 
tem or otherwise discharging sewage into 
that system, either directly or indirectly, 
shall be based upon the quantity of wa- 
ter presumed to enter the public sew- 
ers after being used in or on the prop- 
erty, as the quantity is measured by the 
water meter or meters there in use by 
the City's Water Utility, except as herein 
otherwise provided. 

602. Water Obtained from Other 
Sources. Where the property obtains any 
part or all of the water used from 
sources other than the City's Water Util- 
ity, the owner or the tenant may be re- 
quired by the City to install and main- 
tain at his own expense a meter or 
meters acceptable to the City for the 
purpose of measuring the quantity of 
water obtained from these other sources, 
or the City may determine the quantity 
of such water by whatever means and 
methods it may find practicable. 

603. Exempt Water — General. Where a 
significant portion of the metered water 
does not and cannot enter the sewerage 
system, either directly or indirectly and 
where the quantity of water entering the 
premises averages more than 2000 cubic 
feet per month, the person having charge 
of the property may request permission 
from the City to install at his own ex- 
pense either an approved meter or me- 
ters to determine the quantity of wa- 
ter that cannot enter the sewerage sys- 
tem or an approved sewage measuring 
device or devices to determine the vol- 
ume of sewerage that actually enters 
the sewerage system; when appropriate, 
the City reserves the right to determine 
by whatever other means and methods 
it may find practicable the percentage 
of the property’s metered water that 
enters the sewerage system. In any such 
case the service charge shall be based 
on the quantity of water that can or 
actually does enter the public sewers but 
in no case shall it be less than the 
minimum charge for the size or service 
installed. 

604. Exempt Water-Sprinkling. A resi- 
dential water consumer shall be billed 
for sewerage service rendered in the four 
consecutive monthly billing periods for 
which the regularly scheduled meter read- 
ings are made after June 14 an amount 
based on such consumer’s average water 
consumption during the two prior months 
of March and April. Averages resulting 
in fractions of 100 cubic feet shall be 
raised to the next whole number of 100 
cubic feet. In no case, however, shall 
the charge be less than the minimum 
for the meter size installed. A residential 
water consumer billed for the first time 
during the sprinkling exemption period 
shall be billed for sewerage service on 
the basis of the minimum charge for the 
meter installed. 

The City may allow an exemption for 
billing periods other than those cited 
above, provided the consumer demon- 
strates to the City’s satisfaction that his 
sprinkling load during such period or 
periods justifies an exemption. 

Notwithstanding any of the foregoing 
provisions, where it Is evident that a 
residential water consumer uses substan- 
tially more water for non-sprinkling pur- 
poses during the sprinkling period than 
he does during March and April, he shall 
not be entitled to the sprinkling exemption 
but shall be billed on the basis of the 
water actually used. However, such con- 
sumer may, at his own expense and with 
the City's approval, install a secondary 
meter or meters on that portion of his 
water supply system which serves only 
his sprinkling load so as to measure 
directly the amount of water that does 
not enter the public sanitary sewer. 

Nothing herein contained shall prevent 
a residential water consumer from elect- 
ing to pay for sewerage service on the 
basis of the water actually used in every 
month, provided such consumer makes 
application in writing to pay on this 
basis for at least one year from the d of 
the next billing following the date of ap- 
plication. 

The provisions of this section shall not 
apply to any residential water consumer 
who uses any part of his water for any 
commercial or Industrial purpose. 

605. Meter of Sewage. The City may 
require a person to install and main- 
tain at his own expense an approved 
device to measure directly the volumes 
of wastes discharged to the sewerage 
system if these volumes cannot other- 
wise be determined from the metered- 
water consumption records. The City shall 
inspect and approve such installations and 
no such device, once installed, shall be 
removed without the City’s approval. 

Article VII. 

Service Charqes 

701. Volume Charges. The water usage 
schedule upon which charges for service 
rendered by the Sewage Utility shall be 
based and the rates and charges based 
thereon shall be as follows: 


vision, attention and expense would be 
required to handle such materials at 
the Sewage Treatment Plant, Its 
pumping stations or other facilities. 

302. Responsibility for Obstructing or 
Damaging Sewers. If a public sewer be- 
comes obstructed or damaged because any 
of the aforementioned substances were im- 
properly discharged, the person or persons 
responsible for such discharge shall be 
billed and shall pay for the expenses in- 
curred by the City in cleaning out, re- 
pairing or rebuilding the sewer. 

303. Special Agreements. No statement 
contained in this article shall be con- 
strued as prohibiting any special agree- 
ment or arrangement between the City 
and any person whereby an Industrial 
waste of unusual strength or character 
may be accepted by the City for treat- 
ment either with or without pretreatment, 
srovided there is no impairment of the 
unctioning of the Sewage Utility by rea- 
son of the admission of such wastes and 
no extra costs are incurred by the City 
without recompense by the person. 

Article IV. 

Admissible Industrial Wastes 

401. Prior Approval for Certain Wastes. 
Review and acceptance by the Superin- 
tendent shall be obtained prior to the dis- 
charge into the public sewers by any per- 
son of sewage whose wastes have: 

401.1. A BOD greater than 300 mil- 
ligrams per liter. 

401.2. A suspended-solids content 
greater than 350 milligrams per liter. 

401.3. Other contaminants or char- 
acteristics which, from their nature or 
quantity, might be harmful to the 
structures, processes or operations of 
the Sewage Utility or to health, 
whether by themselves or through in- 
teracting with other wastes in the 
public sewers. 

402. Pretreatment Facilities. When, aft- 
er making such a review, the Superin- 
tendent concludes that, before the per- 
son discharges his wastes into the public 
sewers, he must modify or eliminate 
those constituents which would be harm- 
ful to the structures, processes or opera- 
tions of the Sewage Utility or injurious 
to health, then the person shall either 
modify his wastes at the point of origin 
or shall provide and operate at his own 
expense such preliminary treatment or 
processing facilities as may be deter- 
mined to be necessary to render his 
wastes acceptable for admission to the 
public sewers. 

403. Prior Approval of Pretreatment Fa- 
cilities. Plans, specifications and any oth- 
er pertinent information relating to pro- 
posed preliminary treatment or process- 
ing facilities shall be submitted to the 
City for examination and approval and 
no construction of such facilities shall be- 
gin until the City, through its Board of 
Public Works, has given its written ap- 
proval. Such approval shall not exempt 
the person from the obligation to make 
further reasonable adaptations of such fa- 
cilities when such adaptations prove 
necessary to secure the results desired. 

404. Operation of Rretreatment Facili- 
ties. Where such preliminary treatment 
facilities are provided, they shall be main- 
tained continuously in satisfactory and ef- 
fective operating condition by the per- 
son at his own expense and shall be 
subject to the periodic inspection by the 
City. The person shall maintain suitable 
operating records and shall submit to the 
Superintendent such monthly summary re- 
ports of the character of the influent 
and effluent as the latter may prescribe. 

405. Grease and Sand Traps. When- 
ever the Board of Public Works deter- 
mines that interceptors or traps are 
needed to protect the sewerage system or 
the operations of the Sewage Treatment 
Plant from grease, oil, sand or similar 
substances occuring in a customer’s sew- 
age, then such traps shall be installed 
by the customer on his own lines at his 
own expense and shall be so maintained 
by him that none of such substances 
can be carried over into the public sew- 
ers. All traps shall meet the City’s 
standards as to construction, location and 
installation. 

Article V. 

Control of Admissible 
Industrial Wastes 

501. Submission of Data on Industrial 
Wastes. Any person who discharges in- 
dustrial wastes into the City’s sewerage 
system, either directly or indirectly, shall, 
upon the written request of the Board of 
Public Works, fill out and file with the 
City within ninety days an Industrial 
Waste Questionnaire to be furnished by 
the City, in which he shall set out the 
quantity and characteristics of the wastes 
discharged Into the City's sewerage sys- 
tem. Similarly, any person desiring to 
establish a new connection to a public sew- 
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702. 

Minimum Charges. 

Where the 

cus- 

tomer 

is a metered 

water consumer 

and 


has no additional sources of water, he 
shall pay, regardless of his water usage, 
at least the appropriate minimum month- 
ly charge as set forth below, which charge 
shall be based on the size of the water 
meter installed and for which the cus- 
tomer shall be entitled to the quantity 
of sewage service set forth in the water 
usage schedule in paragraph 701. 

Size of Water Meter Minimum 

Monthly Charge 
5 /a Inch $1.50 

% inch 2.00 

1 Inch 3.40 

IV 2 inch 6.75 

2 inch 12.00 

3 inch 27.00 

4 inch 47.25 

6 inch 81.00 

Where the customer Is not a metered 
water consumer or is a metered water con- 
sumer with other sources of water, his 
minimum monthly charge and the quan- 
tity of sewerage service to which he shall 
be entitled for such charge shall be de- 
termined by rules established by the 
Board of Public Works. 

Article VIII. 

Strength-of-Wastes Surcharge 
801. Liability for Surcharge. Each per- 
son who discharges industrial wastes into 
the public sewers shall be subject to a 
surcharge In addition to the regular sew- 
erage service charge based on both the 
biochemical oxygen demand (or on the 
chemical oxygen demand where BOD can- 
not be determined) and the suspended 
solids content of the wastes, if these 
wastes have a concentration greater than 
the following: 

a. A biochemical oxygen demand of 
300 milligrams per liter; or, where 
BOD cannot be determined, then, in 
lieu of BOD, a chemical oxygen de- 
mand of 600 milligrams per liter. 

b. A suspended solids content of 
350 milligrams per liter. 


and surcharges fixed in this ordinance 
shall be extended to and cover any ad- 
ditional premises hereafter served without 
the need for any hearing or notice. If 
he first billing to a new customer cov- 
ers a period other than a full billing 
month, then the service charges for such 
billing shall be made in keeping with 
standard practice in the Water Utility. 
Subsequent sewerage service billings shall 
be for periods coinciding with the billing 
periods for water service. If such rates, 
charges and/or surcharges are changed, 
the first billing a fter such change may 


be in conflict with this ordinance are 
hereby repealed as of the date this or- 
dinance takes effect. 

1202. Validation Clause. The Invalidity 
of any section, sentence, clause or pro- 
vision In this ordinance shall not affect 
the validity of any other section, sen- 
tence, clause or provision of this ordinance 
which can be given effect without such 
invalid part or parts. 

Article XIII. 

Effective Dates 

1301. General Provisions. Except as set 
out below in paragraph 1302, the pro- 
visions of this ordinance shall be in full 



t 

i 

t 

■ 

l 


y 't 

- - 

s.w. T\ *,,tp,,. ,-e- 



<&*■ ^ 

■■^rrrt 

ajiqna Xjbi°N 


saatdxa uoissitnuioa &Vi 


^y° r % 

14 \ %T<S% 




r, -ex — na x 8w “°^Wt 

XL6T ‘ s : 


wow o» nj0MS puB p9qp3sqns 


<x /cJ ^ / 1 

° v 

K * ?y *CL X 


vs*v\ ^Ssx^y 

. X % •% V g/v ✓ ■ ' 

rt. <>* S> X V.n. ^ 


:SMOUOJ SB 

, „ am aran — jo; jadBd PXBS uj paqsqqnd Xptp sbax qoiqM 

3 u,eq uopBonnnd ,0 sa W e„ B *”•’ 8 res3J0JB , inn oo P ub am* n, 

■Xdoa atu; b si o;aiaq paqaBijB myma pa*uud am J ^ P ‘ 

^ uj aSvnSuvi usiiSua n * 


3J 0}3JaH p^U^B44o ao ^ ul “ r T • y n ^ n 1 

•-•WVTCM "‘3NAVM IHOl ,0 1 *w> 

paqsnqnd pns pajujid uoiiBinaito ruraeS jo jadBdsMan 


3H3H J/S 
3° /<>/ 




^ jb % 


» A b 5 A ^ 


-mazro^rwrareir 


XlivG 


% %, 


V. ^ x xt v 

oA>V sV _, 


am JO 

:8S { • A* 

ilAVQIJd^ 


‘byl'To 


- si aqs psqj 
pauStsjapun 


%% vfiyi 

, ssSft J2^ 

j\fy * 

/ br 



>W3io 


oWl 


a * Ba 


/ ' /- (A (/ -piEd uaaq ssq 3, Jf ES n f? I qi* am *JpqJ ^pjjaa^'qa J^q J I 

isnt „J s „, w _ -=np **, , w —• - - ■*“ - S0 ' 0 “°’ ■” ” ’•’ 






•1MI m '68 mo )« MM niMM.ja pus »,s,»«a mm, » 


•x|g -JSBD St adX; qaiq^v uodn penb jo azts 

^utod -g-™— adXj jo az;S 


-g- suopaasut jo jaquinx 

suia XI uuinioo atSuts jo ipptM. 


XSOO ONUndWOD H03 VXVQ 


bTZTT 


6I*2IC 


■mnr 

1 

~C3or 


XMIV33 30 XNQOWV OVXOX 

(w ,0 S! ,»» «, ,»».d ,»» . 0 , s,u33 0!) I» n°°« «» “> *” D 

(XunouiB 

,0 ,»» MM- OS) *»« M..OSM, MO *W»«» M»J 0^ W ,OMO, OT pV 

auq Jad s;uaa 

-fgfgrv «m S1 ' n63 9p “ su “ m ' 03 ' ' wnac 

S30HVHD 30 NOlifldWOD 


aapou tit sauq jo Jtaquinu jbjox 

sauti jo jaquinu IPX 
sauq jo jaquinu Xpog 
saut( jo jaquinu peaH 
sautj xuajBAtnba jo jaquinu 

ipoo om wi» 5.*%,*S£J?*m , »mTw5 ai "im 


iS^5.TOTW' »t !»“» « ’ S ” M) 


XNIXOD 3NI1 


wnd s.HiHsnaiw 


VNVIGNI ‘ 3MAVM IHOd 

« 

•jq- aiiHzvS-'ivNynob 

(2,961 AaiX) 3 66 oN tmoj iBjauaO 


•pux ‘Xjunoo 


weilT 


ox 


sjunoDDV JO pjeoa 9WS ^ ml °* 


Width of single column 11 ems 


Size of type 
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Number of insertions 
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Pursuant to the provision and penalties of Ch. 89, Acts 1967, 


I hereby certify that the foregoing account is just and correct, th at the amount claimed is legally due, after allowing all just 
credits, and that no part of the same has been paid. 






n^e January 14 , t 19 . 71 . 


Title Clerk 


Legate 


NOTICE TO TAXPAYERS AND 
RATEPAYERS OF NEW SCHED- 
ULE OF RATES FOR SEWAGE 
„ TREATMENT 

Notice is hereby given to the tax- 
payers and ratepayers of the City of 
Fort Wayne, Allen County, Indiana that 
the common Council of said Municipality 
will at the Council Chambers, City Hall, 
SlL* . Wa y r ’ e - Indiana, on Tuesday the 
26th day of January 1971 at 7:30 o'clock 
P.M., E.S.T., consider the following Sew- 
er Rate Charges; 

FORT WAYNE MUNICIPAL CODE 
CHAPTER 26 

SEWERS AND SEWERAGE SYSTEM 
Article 1. Definitions 
Unless the context specifically indicates 
otherwise, the meanings of the foilowina 
terms as used in this ordinance or as 
hf, rj n , i e r U les and regulations adopted 
by the Board of Public Works to im- 
the provisions of this ordinance 
shall be as follows: 

-I 9 ]: "Biochemical Oyxgen Demand" (or 
BOD) of sewage, sewage effluent, polluted 
waters or industrial wastes shall mean 
the quantity of dissolved oxygen in mil- 
ligrams per liter required during stabili- 
zation of the decomposable organic mat- 
» y oorobic biochemical action under 
standard laboratory procedures for five 
» de 9 re ?s Centigrade. The lab- 
oratory determinations shall be made in 
accordance with procedures set forth in 
Standard Methods" (see 125 ) 

™ 2 - *‘ Bd,,dln q (or House) Drain" shall 
Snfnn th «f t part u ?L- the low . est horizontal 
°f , a building drainage system 

wSSr r Znrt ' Ve +h the . di ? char g e from soil, 
thp St wni?« nd A# ot +K r dr ?. l ‘?. a9e P^es inside 
i*+« Wa s ° f ** be building and conveys 
it . to a point aoDroximntplv thr Pa 
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?ng lde ,he foundation wall of the buiid- 


"Building (or House) Sewer" shall 

bniS]J, he r„ plp i? wh ! ch . is connected to the 
building (or house) drain at a point an- 
troximately three feet outside the founda- 
lon wail of the building and which con- 
Domt tn e th bUlld, Hf l ' s dischGr ge from that 
of disposal PUbr ' C Sewer ° r other place 
-inC “GhemJcal Oxygen 


rnm ^ — . vAyycu Demand 

waters "or 67 i ndustrfal is 

nnS e „? f i h - e equivalent of that 


(or 

pol- 


limits shall be prohibited, except upon 
prior approval by the Common Council 
of Jhe City by duly enacted ordinance. 

204. Connections to Sewerage System bv 
Certain Out-of-City Properties. Notwith- 
standing the provisions of paragraph 203, 
the Board of Public Works of the City 
shall have the authority to permit a 
property located outside the corporate lim- 
ts of the City to connect to an exist- 
ing sewer which is part of the Citv's 
sewerage system, provided the property 
abuts, adioins and is immediately con- 
n n9 wSinn t0 street ' olley °r easement 
c ,t sald sev Y er ls 'ucated and pro- 
vided the property owner or occupant 

fn paragraph 20 ™ condl,ions °ut 
c 205. Viotations and Penalties. Any per- 
son found to be violating or failina to 
comply with any of the provisions of 
paragraphs 202, 301, 401 through 405, 501 

hv" 0 thcf 1 r 6 + 3, or 605 sha,! be served 
Sy. ttie City with a written notice statina 

a h rp n n a sn U nohi 0f , tbe v '? la . tion and providinf 
a reasonable time limit for its sqtisfac- 

the y no^ l - r S c,l< t n -*i The ° ffender shall, within 
the period of time stated in the notice 
permanently cease all violations 
„,A" y Person who shall continue any 
beyond the stated time limit 
an™ 7 9 - u 'J- ty °L a misdemeanor and, 

iect to n fi C r!'° n - thereof - shall be sub- 
Ihan Bt m °ny arnount not less 

Each $ rtov° l„ d h"°i! more ,han S100.00. 
f h d „ da '',. In which any such violation 

orate offense^ be deemed a sep - 

Any person violating any of the nrn 
visions of the paragraphs set out above 

hP. d t^°?hi C r d r t, l ereof shal1 become li a 6 
S'®* 0 'he City for any expense, loss or 
damage occasioned the City by reason 
of such violation. ’ rea50n 

206. Amendment. The City of Fort 

chapter r of 6 the S ,l he - y,at ! t to amend ,his 
cnapter of the Municipa Code, includina 

li e JK^ s Sf r S.'S_. csfablished, in part o? 


«L v 2l2!?i-? s _ provided and permitted by 
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a?d e M*thod?” OCedUreS S6t ,or,h 
105. 


C „Y - "City" shall mean the City of 

Fort Wayne, Indiana, or any duly au 

th l°0 r 6 Zed Efflnenf 1 * “i?*', 1 ? 9 iP itS behalf, 
toaether rh !nf shall mean the water, 

Sint ,Yn. th - any wastes that may be 

present, flowing out of a drain, sewer 
receptacle or outlet. ' sewer, 

, "Garbage" shall mean any solid 
)a2nL es i from , * he preparation, cooking or 
9 of f° od and from the handling 
storage or sale of produce. 

Ground Garbage" shall mean gar 
bage that is shredded to such a de- 

F ye ® Ibat all particles will be carried 

normal, V 1 SIJS P e .n?'on under the conditions 
normally prevailing in public sewer, with 
. Particle being greater than one-half 
inch in dimension. 

„], oy - "Industrial Wastes” shall mean any 
solid, liquid or gaseous substance or form 
of energy discharged, permitted to flow 
°r escaping from an industrial, manu- 
racTurmg, commercial or business process 
or from the development, recovery or 
P r ° c 6 ss in9 of any natural resource. 

110 . ‘Influent" shall mean the water, 
together with any wastes that may be pres- 
ent, flowing into a drain, sewer, recep- 
tacle or outlet. 

111. "Outlet" shall mean any outlet, nat- 
ural or constructed, which is the point of 
final discharge of sewage or of treat- 
ment plant effluent into any watercourse, 
pond, ditch, lake or other body of sur- 
face or ground water. 

112. "Person" shall mean any individ- 
ual, partnership, firm, company, associa- 
tion, society, corporation, institution 
group. 

, + 113 - “PH” shall mean the logarithm 
iu° u ? base of the reciprocal of 

the hydrogen ion concentration of a solu- 
t!on expressed in gram-atoms per liter 
of solution. 

114. “Receiving Stream" shall mean the 
watercourse, stream or body of water re- 
ceiving the water finally discharged from 


the sewage treatment plant. 

7 1 5. 'Pccirtanlinl . 


Residential Property Unit" shall 
mean a building under one roof de- 
!!£!!?& arran 9 ed and used primarily for 
dwelling purposes by a single family. 
nnowie?. ( i mtar ^ Sewage” shall mean sew- 
oge discharged from the sanitary con- 
veniences of dwellings (including apart- 


?actories USd - °i n - d .«£?J. e J? 2 ' buildings; 


c( . rm --- . or institutions and free from 

WaTwa"t a es er ' SUrfQCe Wdter dnd lndus 


. 'I 7 - “Service Charge" shall mean the 
levnisri dsses sment (based on water usage) 
levied on all users of the public seweraqe 

Jndoe inkieL x a . 


wh, S c , h ren a 9, ?tr ,he t C H 0n f Ce=i a p ^ values aSov^ 
tie made s,ren9tf| -a f -wastes surcharge will 


Sewo 9e ' shall mean the water- 
residences, business 
t n h? S h^ 1 lns,dut '°f’ s and Industrial es- 
r,^?il,„ h f n,s, .u Sln9ulor or in any combi- 
fnri° n nnH t09 f ther w '! h such ground, sur- 
face and storm waters as may be pres- 


Sewage Treatment Plant", or “Wa- 
rn,. Pollutlon Control Plant", shall mean 
the arrangement of devices, structures 

m?ino q ‘!!P n l ent used !? r treo *'ng and dis- 
P°, s 'ng of sewage and sludge. 

120. Sewaae Utiiitv". “ 


Sewage Utility", or "Water Pol- 


. UIIIIIY , Ul 

lotion Control Utility," shall 


_ . Article III. 

Pr D oh| bjf? d industrial Discharges 
c„ 3 “ t 1 -„ Pr 2 hlb : ,l0 2 5 and Limitations. Ex- 

shall disch e nroo after P rovlded ' no person 
discharge or cause to be dis- 
charge d to any public sewer any of the 
waters 09 described substances, wastes or 


30U. Any liquid or vapor havinq a 
Fahrenheit. 6 hi9h6r thdn 160 degrees 


301.2. Any waters or waters con- 

lfte n r m ?f "KL e ,h -? n 100 ntilligrams per 
‘ST. . ,ots ' Oils, greases or waxes, 
-i Any 9as oline, benzene, naptha, 
fuel oil or mineral oil or any other 
yiol ^™ ble or explosive liquid, solid 


A ny 4 noxious or malodorous 
h?, r • s i lbs,a I’. ce whIch - either alone 
fs 4,n n m tera , ctlon wi,h other wastes, 
is capable of creating a public nuis- 
ance or hazard to Jife or of pre- 
venting entry into sewers for their 
maintenance and repair. 
h „ 3 o 0 '- 5 - Any garbage that has not 
been properly ground. 

straw 6 ' Any ashes, cinders, sand, mud, 
shavings, wood, metal, glass, 
rags, feathers, tar, plastics, paunch 
manure, butchers’ offal or any other 
solid or viscous substances capable of 
causing obstruction to the flow )n sevw 
ers or other interference with the 
P r oP er operation of the sewerage sys- 
,e !H,“ r *he Sewage Treatment Plant. 
.Jo. 1 - 7 - Any waters or wastes con- 
taining phenols in excess of 0.50 mil- 
ligrams per liter. 

i n " 3 * ti A V y wafers or wastes hav- 
n B o? h P ^i lower ,hd n 6 or higher than 
10 or having any other corrosive prop- 
erty capable of causing damaqe or 
e P a°, S ,!" 9 „ b t a2ards t0 * he structures^ 
age utiu/ ° person n e ' of the Sew- 

301.9. Any waters or wastes con- 
Taming any toxic substances in quanti- 
Jlfi ffot.are sufficient to interfere 
with the biochemical processes of the 
Sewage Treatment Plant or that will 
pass through the Plant Into the re- 
ceiving stream in amounts exceeding 
I?^o Star l d ? rds set , by federal, inter- 
PJOt' e, state or other competent au- 
IC in/i, J d d vin9 lorisdiction. Specifical- 
ly included are any waters or wastes 
containing cadmium, chromium, cop- 
Pfr, iron, nickel, zinc or any other 

;° XIC i° ns / compounds or substances 

in concentrations or amounts exceed- 
ing the limits established from time 
Works' 6 by fh6 Board of Public 

301.10. Any cyanides, as CN Ions, in 
excess of one milligram per lit in 
any^wasfes discharged into a public 

301.11. Any waters or wastes con- 
taining acid metallic picking wastes 
or concentrated plating solutions, 
whether neutralized or not. 

301.12. Any toxic radioactive isotopes, 
Without _ a special permit. The radio- 
active isotopes I 131 and P 32 used 
in hospitals are not prohibited, if 
they are properly diluted before be- 
tern d,scbar 9 ed * n ^° sewerage sys- 


mean all fa- 


cilities for collecting, transporting, pump- 

s?nr/nt rea r!^oi and +i, disp0sing of sewa 9 e and 
th* d9 ,f' name i^ the sewerage system and 
the sewage treatment plant. 

‘Sewer" shall mean a pipe or 
waste liquids. carryfng «wage or other 

121 . 1 . "Combined Sewer" shall mean 
a sewer which carries both storm, 
surface and ground-water runoff and 
sewage. 

121.2. "Public Sewer” shall mean a 
sewer in which all owners of abut- 
fmg pnpperty have equal rights and 
which is controlled by public au- 
thority. 

121.3. "Sanitary Sewer” shall mean 
a sewer which carries sewage and to 
which storm, surface and ground wa- 
ters and unpolluted industrial waste 
waters are not intentionally admitted. 

121.4. ‘Storm Sewer" shall mean a 
sewer which carries storm, surface 
and groundwater drainage but ex- 
cludes sewage. 

122. "Sewer Engineer" shall mean the 
Ch!ef Sewer Engineer of the City of 
Fort Wayne or his duly authorized rep- 
resentativve; the term shall be equivalent 
to the expression "Water Pollution Con- 
trol Engineer". 

123. "Sewerage System" shall mean the 
network of sewers and appurtenances used 
c° ec A ,ng /u J ra il sp ? l l ting . and Pumping 


301.13. Any waters or wastes that 

for a duration of 15 minutes or more 
have a concentration more than 5 times 
the average concentration of the BOD 
or the suspended solids of the cus- 
tomer s sewage discharged during a 
twenty-four-hour period of normal op- 
erations. K 

301.14. Any waters or wastes con- 
taining suspended solids of such char- 
acter and quantity that unusual pro- 
vision, attention and expense would be 
reqmred to handle such materials at 
the Sewage Treatment Plant, its 
pumping stations or ether facilities. 
3Q2. Responsibility for Obstructing or 

Damaging Sewers. If a public sewer be- 
comes obstructed or damaged because any 
of the aforementioned substances were im- 
properly discharged, the person or persons 
wm«w nsib Ji e t or ,, such discharge shall be 
billed and shall pay for the expenses in- 
curred by the City in cleaning out, re- 
pairing or rebuilding, the sewer. 

^„ 30 + 3 -- s P ec .lal Agreements. No statement 
contained in this article shall be con- 
strued as probhibiting any special agree- 
ment or arrangement between the City 
and any person whereby an Industrial 
waste of unusual strength or character 
^ + u acce ^! d by . the City for treat- 
ment either with or without pretreatment, 
provided there is no impairment of the 
functioning of the Sewage Utility by rea- 
son of the admission of such wastes and 
no extra costs are incurred by the City 
without recompense by the person. 

Article IV. 

... Admissible Industrial Wastes 
401. Prior Approval for Certain Wastes. 
Review and acceptance by the Superin- 
tendent shall be obtained prior to the dis- 
charge into the public sewers by any per- 
son of sewage whose wastes have: 

401.1. A BOD greater than 300 mil- 
ligrams per liter. 

4 °l-2. A suspended-solids content 
greater than 350 milligrams per liter. 
401.3. Other contaminants or char- 


Public Works, upon the recommendation 
of the Superintendent and the Sewer En- 
gineer, before construction is begun. 

503. Waste Sampling. Any industrial 
wastes discharged into the public sew- 
ers shall be subject to periodic inspec- 
tion and determination of character and 
concentration. The examination shall be 
made as often as the Superintendent 
deems it necessary and may include the 
use of suitable continuously monitoring 
instruments in appropriate cases. Sam- 
ples shall be collected either manually 
pr by approved mechanical devices and 
in such a manner as to be representa- 
tive of the overall composition of the 
wastes; Every care shall be exercised in 
collecting the samples to insure their 
preservation, until analyzed, in a state 
comparable to that at the time the sam- 
ples were collected. 

The installation, operation and main- 
tenance of the sampling facilities shall 
be the responsibility of the person dis- 
charging the wastes and shall be sub- 
k ec !', t0 ..t he , aPPfoval of the Board of 
Public Works. Access to sampling facili- 
ties shall be granted at all times to the 
Superintendent or his duly authorized reo- 
resentative. 

504. Waste Analyses. Laboratory pro- 
cedures used in the examination of in- 
dustnai . wastes shall be those set forth 
in Standard Methods". However, alterna- 
tive methods for certain analyses of in- 
dustrial wastes may be used subject to 
mutual agreement between the Superin- 
tendent and the customer. The City shall 
make, without charge to the customer, 
the initial analysis and regular periodic 
check analyses of the customer's wastes 
as well as other tests the Superintendent 
may deem advisable. Analyses made by 
the City at the request of the customer 
shall be charged to the customer accord- 
ing to the Utility's standard work or- 
der bilhng practices. All such analyses 
shall be binding in determining strength- 
of-wastes surcharges and other matters de- 
pendent upon the character and concen- 
tration of wastes. 

505. Use of Representative Analyses. 

Until an adequate analysis of a rep- 
resentative sample of customer's wastes 
has been obtained, the City may, for the 
purposes of this ordinance, make a de- 
termination of the character and con- 
centration of his wastes by using data 

based on analyses of similar processes 
or data for his type of business that are 
available from the Water Pollution Con- 
trol Administration of the U. S. Depart- 
ment of the Interior or from industry- 

recognized authoritative sources. This 
method, if selected by the City, shall 
continue at the City’s pleasure or until 
an adequate analysis has been made. 

Article VI. 

Service Charges Based 
on Water Usage 

601. Water Obtained from the City’s 

Water Utility. The charges made for sew- 
erage service rendered tb each lot, par- 

cel of real estate or building having any 
connection with the City’s sewerage sys- 
tem or otherwise discharging sewage into 
that system, either directly or indirectly, 
shall be based upon the quantity of wa- 
ter presumed to enter the public sew- 
ers after being used in or on the prop- 
erty, as the quantity is measured by the 
water meter or meters there in use by 
the City's Water Utility, except as herein 
otherwise provided. 

602. Water Obtained from Other 
Sources. Where the property obtains any 
part or all of the water used from 
sources other than the City’s Water Util- 
ity, the owner or the tenant may be re- 
quired by the City to install and main- 
tain at his own expense a meter or 
meters acceptable to the City for the 
purpose of measuring the quantity of 
water obtained from these other sources, 
or the City may determine the quantity 
of such water by whatever means and 
methods it may find practicable. 

603. Exempt Water — General. Where a 
significant portion of the metered water 
does not and cannot enter the sewerage 
system, either directly or indirectly and 
where the quantity of water entering the 
premises averages more than 2000 cubic 
feet per month, the person having charge 
of the property may request permission 
from the City to install at his own ex- 
pense either an approved meter or me- 
ters to determine the quantity of wa- 
ter that cannot enter the sewerage sys- 
tem or an approved sewage measuring 
device or devices to determine the vol- 
ume of sewerage that actually enters 
the sewerage system; when appropriate, 
the City reserves the right to determine 
by whatever other means and methods 
it may find practicable the percentage 
of the property’s metered water that 
enters the sewerage system. In any such 
case the service charge shall be based 
on the quantity of water that can or 
actually does enter the public sewers but 
in no case shall it be less than the 
minimum charge for the size or service 
installed. 

604. Exempt Water-Sprinkling. A single- 
family residential water customer who 
uses substantial amounts of water for 
sprinkling shall, upon his written re- 
quest, be billed for sewerage service ren- 
dered in the four consecutive monthly 
billing periods for which the regularly 
scheduled meter readings are made aft- 
er June 14 an amount based on such 
customer's average water consumption dur- 
ing the two prior months of March and 
April. Averages resulting In fractions of 
one hundred cubic feet shall be raised to 
the next whole number of hundred cubic 
feet. In no case, however, shall the 
charge be less than the minimum for 
the size of service installed. 

Each such sprinkling exemption shall 
go into effect as of the billing period 
which begins after the customer's re- 
quest is received, provided that such 
period is one of the four cited above, 
and shall remain in effect at least through 
the current sprinkling season and then 
through the sprinkling season of each 
year thereafter, until rescinded by the 
customer. 

The City may allow an exemption for 
billing periods other than those cited 
above, provided the customer demon- 
strates to the City's satisfaction that his 
sprinkling load in such periods justi- 
fies an exemption. 

Notwithstanding any of the foregoing 
provisions, where it' Is evident that a 
residential water customer uses substan- 
tially more water for non-sprinkling pur- 
poses during the sprinkling season than 
he does' during March and April, he 
shall not be eligible for the sprinkling 
exemption but shall be billed on the 
basis of the water actually used. How- 
ever, such customer may, at his own 
expense and with the City’s approval, in- 
stall a secondary meter or meters on 
that portion of his water supply system 
which serves only his sprinkling load so 
as to measure directly the amount of 
water that does not enter the public 
sewers. 

The provisions of this section shall not 
apply to any customer who uses any part 
of his water for any commercial or in- 
dustrial purposes. 

605, Meter of Sewage. The City 
require a person tr — ■ 
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the 


-says 


for removing BOD and suspended solids 
from the Sewage Treatment Plant influent 
during the previous calendar year with 
the unit charges currently in effect in 
order that the Board may determine 
whether the current rates of surcharge 
are adequate or should be changed. 

Article IX. 

Out-of-City Surcharge 
901. Application of Surcharge. Any pro- 
visions in this ordinance or in any oth- 
er ordinance or regulation of the City 
to the contrary notwithstanding, the 
charges for sewerage services rendered to 
customers situated outside the corporate 
limits of the City of Fort Wayne shall 
be two hundred per cent of the charges 
which would be made for identical serv- 
ices rendered inside the corporate lim- 
its and which are prescribed in Article 
VII, Service Charges, and in Article VIII, 
Strength-of-Wastes Surcharges. 

Article X. 

Billing of Service Charges 

1001. Billing Period. Charges for sewer- 
age service shall be prepared and billed 
by the General Office of the City Utili- 
ties along with the bills for water serv- 
ice and shall be payable at the Gen- 
eral Office at the same time as the wa- 
ter bills. 

1002. Liability for Payment. The charges 
for sewerage service shall be billed to 
the person being billed for water serv- 
ice unless, by contract with the Utility, 
anpther person assumes such responsi- 
bility. If a tenant is billed, the owner 
shall In no way be relieved of liability 
in the event payment is not made by the 
tenant as herein required. Such owner 
shall have the right to examine the 
City’s collection records to ascertain 
whether such charges have been paid. 

1003. First Billings. The rates, charges 
and surcharges fixed in this ordinance 
shall be extended to and cover any ad- 
ditional premises hereafter served without 
the need for any hearing or notice. If 
+ he first billing to a new customer cov- 
ers a period other than a full billing 
month, then the service charges for such 
billing shall be made in keeping with 
standard practice in the Water Utility. 
Subsequent sewerage service billings shall 
be for periods coinciding with the billing 
periods for water service. If such rates, 
charges and/or surcharges are changed, 
the first billing after such change may 
also be for a period other than a full 
billing month In order to keep the sew- 
erage billing periods coincident with the 
water billing periods. 

1004. City Subject to Charges. For sew- 
erage service rendered to the City, the 
City shall be subject to the same rates 
and charges herein established for other 
person or to rates and charges estab- 
lished in harmony herewith. 

1005. Consolidation of Accounts. Where 
an industrial, commercial or other non- 
residential enterprise is operating in a 
unified manufacturing or service area com- 
posed of two or more contiguous parcels 
of real estate and is supplied with water 
through two or more meters, upon appli- 
cation by the owner or his authorized 
agent, a consolidation of the water meter 
readings shall be made for the purpose 
of calculating the sewerage service charge. 

Article XI. 

Delinquent Accounts 

1101. How Delinquencies Arise. Charges 
for sewerage service levied pursuant to 
this ordinance shall be due and payable 
op or before the due dates shown on 
the bills. Any service charge not paid 
by the due date (approximately fifteen 
days after the bill is rendered) shall 
be considered delinquent. Such delin- 
quent charge together with any applied 
penalty shall be collectible .as herein- 
after set forth. 

.Jl 02 - Collection Through Shutting Off 
Water Service. Where the property hav- 
ing a delinquent sewerage account is 
served by the City's Water Utility, the 
City may, after mailing a written no- 
tice at least ten days in advance to the 
water consumer and to the property 
owner, shut off the water service to the 
property. The water service shall not be 
turned back on until the delinquent serv- 
ice charges and the costs of shutting off 
and turning on the water service have 
been paid. 

1103. Collection Through the Tax Dupli- 
cate. As provided by the Statutes of In- 
diana, delinquent sewerage service charges 
may be made a lien against the property 
served through certification to the Audi- 
tor and to the Recorder of Allen Coun- 
ty. In such case, the delinquent service 
charges, together with a mandatory pen- 
alty of ten percent, shall be placed on 
the tax duplicate and be collected in 
the same manner as regular taxes and 
assessments are collected. 

1104. Collection Through Court Actions. 

In addition to the foregoing remedies, the 
City shall have the right to bring a civil 
action to recover any delinquent charges 
together with a penalty of ten percent 
and a reasonable attorney's fee. It shall 
also have the right, as provided by the 
Statutes of Indiana, to foreclose any lien 
established under the provisions of para- 
graph 1103, with recovery of the charge, 
a penalty of ten percent and a reason- 
able attorney’s fee. 

Article XII. 

Validity 

a.I 2 ?)‘ Re P eal of Conflicting Provisions. 

All the provisions of Chapter 26, entitled 
Sewers and Sewerage System," of the 
Municipal Code of the City of Fort Wayne 
(1959 Edition) and the provisions of any 
ordinances and regulations which may 
in conflict wjth this ordinance are 


shed 


-opy. 


>eing 


the 


be 


hereby repealed as of the date this 
dinance takes effect. 

1202. Validation Clause. The invalidity 
of any section, sentence, clause or pro- 
vision in this ordinance shall not affect 
the validity of any other section, sen- 
tence, clause or provision of this ordinance 
which can be given effect without such 
invalid part or parts. 

Article XIII. 

Effective Dates 

1301. General Provisions. Except as set 
out below in paragraph 1302, the pro- 
visions of this ordinance shall be In full 
force and effect from and after its pas- 
sage, approval by the Mayor and due 
legal publication thereof. 

1302. Strength-of-Wastes Surcharge Pro- 
*Xif'^ ns .v7 he Provisions of Article VIII, en- 
titled ‘ Strength-of-Wastes Surcharge," shall 
be in full force and effect from and 
after the billings for May 1971. 

SECTION 2. This Ordinance shall be in 
full force and effect from and after its 
passage, approval by the Mayor, and 
legal publication thereof. 

William K. Geake, Councilman. 

Taxpayers and ratepayers appearing at 
such meeting shall have a right to be 
heard thereon. At such hearing taxpay- 
ers and ratepayers objecting to any of 
such additional rates may be heard. 

1 — ' 9- Fuad G. Bonahoom, City Clerk. 
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inch in dimension.' 

109. “Industrial Wastes” shall mean any 
solid, liquid or gaseous substance or form 
of energy discharged, permitted to flow 
or escaping from an industrial, manu- 
facturing, commercial or business process 
or from the development, recovery or 
processing of any natural resource. 

110. “Influent” shall mean the water, 
together with any wastes that may be pres- 
ent, flowing into a drain, sewer, recep- 
tacle or outlet. 

HI* “Outlet” shall mean any outlet, nat- 
ural or constructed, which is the point of 
final discharge of sewage or of treat- 
ment plant effluent into any watercourse, 
pond, ditch, lake or other body of sur- 
face or ground water. 

112. “Person” shall mean any Individ- 
ual, partnership, firm, company, associa- 
tion, society, corporation, institution or 
group. 

113. “pH” shall mean the logarithm 
(t° the base 10), of the reciprocal of 
the hydrogen ion concentration of a solu- 
tion expressed in gram-atoms per liter 
of solution. 

114. “Receiving Stream” shall mean the 
watercourse, stream or body of water re- 
ceiving the water finally discharged from 
the sewage treatment plant. 

115. “Residential Property Unit” shall 
mean a building under one roof de- 
signed, arranged and used primarily for 
dwell mg purposes by a single family. 

116. Sanitary Sewage” shall mean sew- 
age discharged from the sanitary con- 
veniences of dwellings (including apart- 
ment houses and hotels), office bulldinqs, 
factories or institutions and free from 

tr?a| m wa^t a es er/ surface water and indus ' 
“Service Charge” shall mean the 
basic assessment (based on water usaqe) 

ItX'SL 01 } a " use / s of *. he P ublic sewerage 
system for wastes which do not exceed 

l; s l rength x the c° ncentr ation values above 
which a strength-of-wastes surcharge will 
he made. 

118 “Sewage" shall mean the water- 
h?,nrf?™ wa ? te ?-A r . orn residences, business 
buildings, institutions and industrial es- 
fabhshments, singular or In any combi- 
nation, together with such ground, sur- 
face and storm waters as may be pres- 

119. “Sewage Treatment Plant”, or “Wa- 
ter Pollution Control Plant”, shall mean 
me arrangement of devices, structures 
and equipment used for treating and dis- 
posing of sewage and sludge. 

120. “Sewage Utility”, or “Water Pol- 
•ufjon Control Utility,” shall mean all fa- 
cilities for collecting, transporting, pump- 
ing, treating and disposing of sewage and 
sludge, namely the sewerage system and 


th ?„, sewa 9 e treatment plant. 

121. chnll n-innn 


solid or viscous substances capable of 
causing obstruction to the flow in sew- 
ers or other interference with the 
proper operation of the sewerage sys- 
? r 1he Sewage Treatment Plant. 

301.7. Any waters or wastes con- 

taining phenols in excess of 0.50 mil- 
ligrams per liter. 

301.8. Any waters or wastes hav- 

ing a pH lower than 6 or higher than 
10 or having any other corrosive prop- 
erty capable of causing damage or 
posing hazards to the structures, 

equipment or personnel of the Sew- 
age Utility. 

301.9. Any waters or wastes con- 

taining any toxic substances in quanti- 
ties that are sufficient to interfere 


with the biochemical processes of the 
Sewage Treatment Plant or that will 
pass through the Plant into the re- 
ceiving stream in amounts exceeding 
the standards set by federal, inter- 
state, si ate or other competent au- 
thority having iurisdiction. Specifical- 
ly included are any waters or wastes 
containing cadmium, chromium, cop- 
per, iron, nickel, zinc or any other 
toxic Ions, compounds or substances 
in concentrations or amounts exceed- 
ing the limits established from time 
to time by the Board of Public 
Works. 

301.10. Any cyanides, as CN Ions, in 
excess of one milligram per lit in 
any wastes discharged into a public 
sewer. 

301.11. Any waters or wastes con- 
taining acid metallic picking wastes 
or concentrated plating solutions, 
whether neutralized or not. 

301.12. Any toxic radioactive isotopes, 
without a special permit. The radio- 
active isotopes I 131 and P 32 used 
in hospitals are not prohibited, if 
they are properly diluted before be- 
ing discharged into the sewerage sys- 
tem. 

301.13. Any waters or wastes that 
for a duration of 15 minutes or more 
have a concentration more than 5 times 
the average concentration of the BOD 
or the suspended solids of the cus- 
tomer's sewage discharged during a 
twenty-four-hour period of normal op- 
erations. 

301.14. Any waters or wastes con- 

taining suspended solids of such char- 
acter and 

vision, 


pipe 
r other 


Sewer” shall mean 
conduit for carrying sewaqe 
waste liquids. 

121.1. “Combined Sewer” shall mean 
a sewer which carries both storm, 
surface and ground-water runoff and 
sewage. 

121.2. “Public Sewer” shall mean a 
sewer in which all owners of abut- 
ting property have equal rights and 
which is controlled by public au- 
thority. 

121.3. “Sanitary Sewer” shall mean 
a sewer which carries sewage and to 
which storm, surface and ground wa- 
ters and unpolluted industrial waste 
waters are not intentionally admitted. 

121.4. “Storm Sewer” shall mean a 
sewer which carries storm, surface 
and groundwater drainage but ex- 
cludes sewage. 

122. “Sewer Engineer" shall mean the 
Chief Sewer Engineer of the City of 
Fort Wayne or his duly authorized rep- 
resentative; the term shall be equivalent 
to the expression “Water Pollution Con- 
trol Engineer”. 

123. “Sewerage System” shall mean the 
network of sewers and appurtenances used 
for collecting, transporting and pumping 
sewage to the sewage treament plant. 

124. “Shall” Is mandatory; "may” is 
permissible. 

125. “Standard Methods” shall mean 
the examination and analytical procedures 
set forth in the most recent edition of 
‘Standard Methods for the Examination of 

Water and Wastewater:, published joint- 
ly by the American Public Health As- 
sociation, the American Water Works As- 
sociation and the Water Pollution Con- 
trol Federation. 

126. “Superintendent” shall mean the 
Superintendent of the Sewage Treatment 
Plant (or Water Pollution Control Plant) 
of the City of Fort Wayne or his duly 
authorized representative. 

127. “Surcharge” shall mean a charge 
for sewerage services in addition to the 
basic service charge. 

127.1. “Out-of-City Surcharge” shall 
mean the extra charges for sewer- 
age service assessed customers sit- 
uated outside the corporate limits of 
the City (designated OCSK 

127.2. “Strength-of-Wastes Surcharge” 
shall mean the extra charges for sew- 
erage service assessed customers 
whose sewage Is of such a nature 
that it imposes upon the Sewage Util- 
ity a burden greater than that cov- 
ered by the basic service charge. 

128. “Suspended Solids” shall mean sol 
ids which either float on the surface of 
or are in suspension in water, sewage or 
other liquid and which are removable by 
laboratory filtration. Their concentration 
shall be expressed in milligrams per 
liter. Quantitative determinations shall be 
made in accordance with procedures set 
forth in “Standard Methods”. 

129. “Watercourse” shall mean a chan- 
nel in which a flow of water occurs ei- 
ther continuously or intermittently. 

Article II. General Provisions 

201. Bylaws, Rules and Regulations. The 
Board of Public Works of the City of 
Fort Wayne shall, in accordance with the 
Statutes of Indiana, make and enforce 
whatever bylaws, rules and regulations it 
may deem necessary for the safe, eco- 
nomical and efficient management of the 
City’s Sewage Utility, for the construc- 
tion and use of building sewers and con- 
nections to the sewerage system, for the 
regulation, collection and refunding of the 
rates and charges for sewerage service 
and, in general, for the implementation 
of the provisions of this ordinance. 

202. Requirements for Connecting to 
Public Sewers. No owner or occupant of 
any real property shall tap or drain ei- 
ther directly or indirectly into any pub- 
lic sewer until a sewer tap permit has 
been obtained and until he has satisfied 
his obligation to pay all assessments, re- 
imbursements or pro rata shares of sew- 
er extension costs laid against that prop- 
erty for public sewer installed to serve 
it. A tap permit given in error or sew- 
erage service charges billed to a prop- 
erty in error shall not operate to nulli- 
fy any such obligation that has been 
duly recorded. 

Tap permits shall be obtained from the 
City's Permit Office and shall be is- 
sued only to licensed sewer tap con- 
tractors, who shall pay to the Sewage 
Utility a fee of ten dollars for each tap 
permit for a normal- six-inch service, a 
fee of twenty dollars for each tap per- 
mit for a special six-inch service and 


a fee of twenty dollars for each tap 
permit for a service larger than six 
inches. After making each sewer tap and 
building sewer installation, the tap con- 
tractor shall notify the Sewer Engineer 
so that the tap and the building sewer 
can be inspected and . approved before 
the excavation is backfilled. Any tap or 
building sewer installation not made in 
accordance with the foregoing provisions 
shall be deemed an illegal installation 
and, upon discovery, shall be promptly 
disconnected at the expense of the prop- 
erty owner and shall remain disconnect- 
ed until the provisions of this paragraph 
202 have been complied with. 

The Board of Public Works shall have 
the authority to require an owner of real 
property to disconnect from a building 
sewer which drains into a sanitary sew- 
er any downspouts, yard drains or oth- 
er drains which carry the runoff of 
natural precipitation. Property owners 
shall have thirty days after notice to 
comply with any such requirements. 

203. Extensions of Sewers Outside Cor- 
porate Limits. The installation, construc- 
tion or extension of sewers by the City 
outside the corporate limits of the City 
and the connection or extension of sew- 
ers into the City’s sewerage system from, 
by or for properties located outside such 


and quantity that unusual pro- 
, attention and expense would be 
required to handle such materials at 
the Sewage Treatment Plant, its 
pumping stations or ether facilities. 

302. Responsibility for Obstructing c. 
Damaging Sewers. If a public sewer be- 
comes obstructed or damaged because any 
of the aforementioned substances were im- 
properly discharged, the person or persons 
responsible for such discharge shall be 
billed and shall pay for the expenses in- 
curred by the City in cleaning out, re- 
pairing or rebuilding- the sewer. 

303. Special Agreements. No statement 
contained in this article shall be con- 
strued as probhibiting any special agree- 
ment or arrangement between the City 
and any person whereby an industrial 
waste of unusual strength or character 
may be accepted by the City for treat- 
ment either with or without pretreatment, 
provided there is no impairment of the 
functioning of the Sewage Utility by rea- 
son of the admission of such wastes and 
no extra costs are incurred by the City 
without recompense by the person. 

Article IV. 

Admissible Industrial Wastes 

401. Prior Approval for Certain Wastes. 
Review and acceptance by the Superin- 
tendent shall be obtained prior to the dis- 
charge into the public sewers by any per- 
son of sewage whose wastes have: 

401.1. A BOD greater than 300 mil- 
ligrams per liter. 

401.2. A suspended-solids content 
greater than 350 milligrams per liter. 

401.3. Other contaminants or char- 
acteristics which, from their nature or 
quantity, might be harmful to the 
structures, processes or operations of 
the Sewage Utility or to health, 
whether by themselves or through in- 
teracting with other wastes in the 
public sewers. 

402. Pretreatment Facilities. When, aft- 
er making such a review, the Superin- 
tendent concludes that, before the per- 
son discharges his wastes into the public 
sewers, he must modify or eliminate 
those constituents which would be harm- 
ful to the structures, processes or opera- 
tions of the Sewage Utility or injurious 
to health, then the person shall either 
modify his wastes at the point of origin 
or shall provide and operate at his own 
expense such preliminary treatment or 
processing facilities as may be deter- 
mined to be necessary to render his 
wastes acceptable for admission to the 
public .sewers. 

403. Prior Approval of Pretreatment Fa- 
cilities. Plans, specifications and any oth- 
er pertinent information relating to pro- 
posed preliminary treatment or process- 
ing facilities shall be submitted to the 
City for examination and approval and 
no construction of such facilities shall be- 
gin until the City, through its Board of 
Public Works, has given its written ap- 
proval. Such approval shall not exempt 
the person from the obligation to make 
further reasonable adaptations of such fa- 
cilities when such adaptations prove 
necessary to secure the results desired. 

404. Operation of Pretreatment Facili- 
ties. Where such preliminary treatment 
facilities are provided, they shall be main- 
tained continuously in satisfactory and ef- 
fective operating condition by the per- 
son at his own expense and shall be 
subject to the periodic inspection by the 
City. The person shall maintain suitable 
operating records and shall submit to the 
Superintendent such monthly summary re- 
ports of the character of the influent 
and effluent as the latter may prescribe. 

405. Grease and Sand Traps. When- 
ever the Board of Public Works deter- 
mines that interceptors or traps are 
needed to protect the sewerage system or 
the operations of the Sewage Treatment 
Plant from grease, oil, sand or similar 
substances occuring in a customer's sew- 
age, then such traps shall be installed 
by the customer on his own lines at his 
own expense and shall be so maintained 
by him that none of such substances 
can be carried over into the public sew- 
ers. All traps shall meet the City’s 
standards as to construction, location and 
installation. 

Article V. 

Control of Admissible 
Industrial Wastes 

501. Submission of Data on Industrial 
Wastes. Any person who discharges in- 
dustrial wastes into the City's sewerage 
system, either directly or indirectly, shall, 
upon the written request of the Board of 
Public Works, fill out and file with the 
City within ninety days an Industrial 
Waste Questionnaire to be furnished by 
the City, in which he shall set out the 
quantity and characteristics of the wastes 
discharged into the City’s sewerage sys- 
tem. Similarly, any person desiring to 
establish a new connection to a public sew- 
er for the purpose of discharging indus- 
trial wastes may be required to fill out 
and file such a questionnaire, which shall 
include actual or predicted data relating 
to the quantity and characteristics of 
the wastes to be discharged. 

When special circumstances such as 
the size or complexity of his sewage dis- 
posal problem would make complying 
with the time schedule cited above an 
unreasonable burden on the person, an 
extension of time, not to exceed ninety 
days, may be granted by the Board of 
Public Works upon presentation of a proper 
application. 

502. Control Manholes. Any person dis- 
charging industrial wastes into a public 
sewer, either directly or indirectly, may 
be required by the Board of Public Works, 
upon the recommendation of the Super- 
intendent, to construct and maintain at 
his own expense one or more control 
manholes at a specified location or loca- 
tions to facilitate the observation, meas- 
urement and sampling of his wastes. 
Such manholes shall be constructed in 
accordance with the standards and speci- 
fications of the City. The Board may 
also require the person to install and 
maintain in any such manhole at said per- 
son's expense an approved volume meas- 
uring device. Plans for the installation 
of control manholes and related equip- 
ment must be approved by the Board of 


the City’s Water Utility, except as herein 
otherwise provided. 

602. Water Obtained from Other 
Sources. Where the property obtains any 
part or all of the water used from 
sources other than the City’s Water Util- 
ity, the owner or the tenant may be re- 
quired by the City to install and main- 
tain at his own expense a meter or 
meters acceptable to the City for the 
purpose of measuring the quantity of 
water obtained from these other sources, 
or the City may determine the quantity 
of such water by whatever means and 
methods It may find practicable. 

603. Exempt Water — General. Where a 
significant portion of the metered water 
does not and cannot enter the sewerage 
system, either directly or indirectly and 
where the quantity of water entering the 
premises averages more than 2000 cubic 
feet per month, the person having charge 
of the property may request permission 
from the City to install at his own ex- 
pense either an approved meter or me- 
ters to determine the quantity of wa- 
ter that cannot enter the sewerage sys- 
tem or an approved sewage measuring 
device or devices to determine the vol- 
ume of sewerage that actually enters 
the sewerage system; when appropriate, 
the City reserves the right to determine 
by whatever other means and methods 
it may find practicable the percentage 
of the property’s metered water that 
enters the sewerage system. In any such 
case the service charge shall be based 
on the quantity of water that can or 
actually does enter the public sewers but 
in no case shall it be less than the 
minimum charge for the size or service 
installed. 

604. Exempt Water-Sprinkling. A single- 
family residential water customer who 
uses substantial amounts of water for 
sprinkling shall, upon his written re- 
quest, be billed for sewerage service ren- 
dered in the four consecutive monthly 
billing periods for which the regularly 
scheduled meter readings are made aft- 
er June 14 an amount based on such 
customer's average water consumption dur- 
ing the two prior months of March and 
April. Averages resulting in fractions of 
one hundred cubic feet shall be raised to 
the next whole number of hundred cubic 
feet. In no case, however, shall the 
charge be less than the minimum for 
the size of service installed. 

Each such sprinkling exemption shall 
go into effect as of the billing period 
which begins after the customer's re- 
quest is received, provided that such 
period is one of the four cited above, 
and shall remain in effect at least through 
the current sprinkling season and then 
through the sprinkling season of each 
year thereafter, until rescinded by the 
customer. 

The City may allow an exemption for 
billing periods other than those cited 
above, provided the customer demon- 
strates to the City's satisfaction that his 
sprinkling load in such periods justi 
ties an exemption. 

Notwithstanding any of the foregoing 
provisions, where it Is evident that a 
residential water customer uses substan- 
tially more water for non-sprinkiing pur- 
poses during the sprinkling season than 
he does- during March and April, he 
shall not be eligible for the sprinkling 
exemption but shall be billed on the 
basis of the water actually used. How- 
ever, such customer may, at his own 
expense and with the City’s approval, in- 
stall a secondary meter or meters or 
that portion of his water supply system 
which serves only his sprinkling load so 
as to measure directly the amount of 
water that does not enter the public 
sewers. 

The provisions of this section shall not 
apply to any customer who uses any part 
of his water for any commercial or in- 
dustrial purposes. 

605. Meter of Sewage. The City may 
require a person to install and main- 
tain at his own expense an approved 
device to measure directly the volumes 
of wastes discharged to the sewerage 
system if these volumes cannot other- 
wise be determined from the metered- 
water consumption records. The City shall 
inspect and approve such installations and 
no such device, once installed, shall be 
removed without the City’s approval. 

Article VII. 

Service Charges 

701. Volume Charges. The water usage 

schedule upon which charges for service 
rendered by the Sewage Utility shall be 

based and the rates and charges based 
thereon shall be as follows: 

Billing Cubic Feet of Water Rate per 
Used per Month 100 Cubic Feet 

First 500 $0.30 

Next 1,500 .28 

Next 2,500 .27 

7,500 .26 

18.000 .24 

20.000 .23 

50', 000 .22 

50.000 .20 

150,000 .19 

Next 150,000 .18 

Over 450,000 .10 

702. Minimum Charges. Where the cus- 
tomer is a metered water consumer and 
has no additional sources of water, he 
shall pay, regardless of his water usage, 
at least the appropriate minimum month- 
ly charge as set forth below, which charge 
shall be based on the size of the water 
meter installed and for which the cus- 
tomer shall be entitled to the quantity 
of sewage service set forth in the water 
usage schedule In paragraph 701. 

Size of Water Meter Minimum 

Monthly Charge 
% inch $ 1.50 

% inch 2.00 

1 inch 3.40 

V /2 inch 6 75 

2 inch 12.00 

3 inch 27.00 

4 inch 47.25 

6 inch 81.00 

Where the customer Is not a metered 
water consumer or is a metered water con- 
sumer with other sources of water, his 
minimum monthly charge and the quan- 
tity of sewerage service to which he shall 
be entitled for such charge shall be de- 
termined by rules established by the 
Board of Public Works. 

Article VIII. 

Strength-of-Wastes Surcharge 

801. Liability for Surcharge. Each per- 
son who discharges industrial wastes into 
the public sewers shall be subject to a 
surcharge in addition to the regular sew- 
erage service charge based on both the 
biochemical oxygen demand (or on the 
chemical oxygen demand where BOD can- 
not be determined) and the suspended 
solids content of the wastes, if these 
wastes have a concentration greater than 
the following: 

a. A biochemical oxygen demand of 
300 milligrams per liter; or, where 
BOD cannot be determined, then, in 
lieu of BOD, a chemical oxygen de- 
mand of 600 milligrams per liter. 

b. A suspended solids content of 
350 milligrams per liter. 

802. Computation of Surcharge. The sur- 
charge shall be determined as follows: 

a. The excess pounds of BOD (or 
COD) and of suspended solids will 
each be computed by first multiply- 
ing the customer's billing sewage vol- 
ume measured in units of 100 cubic 
feet for the current billing period by 
the factor 0.0062321 and then multi- 
plying this product by the differ- 
ence between (a) the concentrations 
measured In milligrams per liter of 
the BOD (or COD) and of the sus- 
pended solids respectively in the cus- 
tomer’s sewage and (b) the allowed 
concentrations set out in paragraph 
801. The surcharge for each constitu- 
ent will then be determined by mul- 
tiplying the excess pounds of each 
constituent by the appropriate rate of 
surcharge set out in paragraph 803. 

803. Rates of Surcharge. The rates of 
Surcharge for each of the aforementioned 
constitutents shall be as follows: 

a. For biochemical oxygen demand 
(BOD) — 2.12 cents per pound 

b. For chemical oxygen demand 
(COD) where BOD cannot be deter- 
mined — 1.06 cents per pound. 

c. For suspended solids 

1.91 cents per pound 

804. Revision of Rates of Surcharge. 
Prior to May 1 of each year, the Gen- 
eral Auditor of the City Utilities shall 
submit to the Board of Public Works a 
comparison of the calculated unit costs 
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ot calculating the sewerage service charge 
Article XI. 

Delinquent Accounts 

1101. How Delinquencies Arise. Charges 
for sewerage service levied pursuant to 
this ordinance shall be due and payable 
on or before the due dates shown on 
the bills. Any service charge not paid 
by the due date (approximately fifteen 
days after the bill is rendered) shall 
be considered delinquent. Such delin- 
quent charge together with any applied 
penalty shall be collectible .as herein- 
after set forth. 

1102. Collection Through Shutting Off 
Water Service. Where the property hav- 
ing a delinquent sewerage account is 
served by the City’s Water Utility, the 
City may, after mailing a written no- 
tice at least ten days In advance to the 
water consumer and to the property 
owner, shut off the water service to the 
property. The water service shall not be 
turned back on until the delinquent serv- 
ice charges and the costs of shutting off 
and turning on the water service have 
been paid. 

1103. Collection Through the Tax Dupli- 
cate. As provided by the Statutes of In- 
diana, delinquent sewerage service charges 
may be made a lien against the property 
served through certification to the Audi- 
tor and to the Recorder of Allen Coun- 
ty. In such case, the delinquent service 
charges, together with a mandatory pen- 
alty of ten percent, shall be placed or 
the tax duplicate and be collected in 
the same manner as regular taxes and 
assessments are collected. 

1104. Collection Through Court Actions. 
In addition to the foregoing remedies, the 
City shall have the right to bring a civil 
action to recover any delinquent charges 
together with a penalty of ten percent 
and a reasonable attorney’s fee. It shall 
also have the right, as provided by the 
Statutes of Indiana, to foreclose any lien 
established under the provisions of para- 
graph 1103, with recovery of the charge, 
a penalty of ten percent and a reason- 
able attorney’s fee. 

Article XII. 

Validity 

1201. Repeal of Conflicting Provisions. 
All the provisions of Chapter 26, entitled 

'Sewers and Sewerage System,” of the 
Municipal Code of the City of Fort Wayne 
(1959 Edition) and the provisions of any 
ordinances and regulations which may 
be in conflict w,ith this ordinance are 
hereby repealed as of the date this or- 
dinance takes effect. 

1202. Validation Clause. The invalidity 
of any section, sentence, clause or pro- 
vision in this ordinance shall not affect 
the validity of any other section, sen- 
tence, clause or provision of this ordinance 
which can be given effect without such 
invalid part or parts. 

Article XIII. 

Effective Dates 

1301. General Provisions. Except as set 
out below in paragraph 1302, the pro- 
visions of this ordinance shall be In full 
force and effect from and after its pas- 
sage, approval by the Mayor and due 
legal publication thereof. 

1302. Strength-of-Wastes Surcharge Pro- 
visions. The provisions of Article VIII, en- 
titled “Strength-of-Wastes Surcharge,” shall 
be in full force and effect from and 
after the billings for May 1971. 

SECTION 2. This Ordinance shall be in 
full force and effect from and after its 
passage, approval by the Mayor, and 
legal publication thereof. 

William K. Geake, Councilman. 
Taxpayers and ratepayers appearing at 
such meeting shall have a right to be 
heard thereon. At such hearing taxpay- 
ers and ratepayers objecting to any of 
such additional rates may be heard. 

1—9. Fuad G. Bonahoom, City Clerk. J 
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NOTICE TO TAXPAYERS AND 
RATEPAYERS OF NEW SCHED- 
ULE OF RATES FOR SEWAGE 
TREATMENT 

Notice is hereby given to the tax- 
payers and ratepayers of the City of 
Fort Wayne, Allen County, Indiana that 
the Common Council of said Municipality 
will at the Council Chambers, City Hall, 
Fort Wayne, Indiana, on Tuesday the 
26th day of January 1971 at 7:30 o’clock 
P.M., E.S.T., consider the following Sew- 
er Rate Charges; 

FORT WAYNE MUNICIPAL CODE 
CHAPTER 26 

SEWERS AND SEWERAGE SYSTEM 
Article 1. Definitions 

Unless the context specifically indicates 
otherwise, the meanings of the following 
terms as used in this ordinance or as 
used in the rules and regulations adopted 
by the Board of Public Works to im- 
plement the provisions of this ordinance 
shall be as follows: 

101. “Biochemical Oyxgen Demand” (or 
BOD) of sewage, sewage effluent, polluted 
waters or industrial wastes shall mean 
the quantity of dissolved oxygen in mil- 
ligrams per liter required during stabili- 
zation of the decomposable organic mat- 
ter by aerobic biochemical action under 
standard laboratory procedures for five 
days at 20 degrees Centigrade. The lab- 
oratory determinations shall be made in 
accordance with procedures set forth in 
“Standard Methods” (see 125). 

102. “Building (or House) Drain” shall 
mean that part of the lowest horizontal 
piping of a building drainage system 
which receives the discharge from soil, 
waster and other drainage pipes inside 
the walls of the building and conveys 
It to a point approximately three feet 
outside the foundation wall of the build- 


ing. 


103. “Building (or House) Sewer” shall 
mean the pipe which is connected to the 
building (or house) drain at a point ap- 


proximately three feet outside the founda- 
tion wall of 


the building and which con 
veys the building’s discharge from that 
point to the public sewer or other place 
of disposal. 

104. “Chemical Oxygen Demand” (or 
COD) of sewage, sewage effluent, pol- 
luted waters or industrial wastes is a 
measure of the oxygen equivalent of that 
portion of the organic matter in a sam- 
ple that is susceptible to oxidation by a 
strong chemical oxidant. The laboratory 
determination shall be made in accord- 
ance with procedures set forth in “Stand- 
ard Methods”. 

105. “City” shall mean the City of 
Fort Wayne, Indiana, or any duly au- 
thorized officials acting In its behalf. 

106. “Effluent” shall mean the water, 
together with any wastes that may be 
present, flowing out of a drain, sewer, 
receptacle or outlet. 

107. “Garbage” shall mean any solid 
wastes from the preparation, cooking or 
dispensing of food and from the handling, 
storage or sale of produce. 

108. “Ground Garbage” shall mean gar- 
bage that is shredded to such a de- 
gree that all particles will be carried 
treely in suspension under the conditions 
normally prevailing in public sewer, with 
no particle being greater than one-half 
inch in dimension. 

109. “Industrial Wastes” shall mean any 
solid, liquid or gaseous substance or form 
of energy discharged, permitted to flow 
or escaping from an industrial, manu- 
facturing, commercial or business process 
or from the development, recovery or 
processing of any natural resource. 

110. “Influent” shall mean the water, 
together with any wastes that may be pres- 
ent, flowing into a drain, sewer, recep- 
tacle or outlet. 

111. “Outlet” shall mean any outlet, nat- 


for collecting, transporting and pumping 
sewage to the sewage treament plant. 

124. “Shall” Is mandatory; “may’ 
permissible. 

125. “Standard Methods” shall mean 
the examination and analytical procedures 
set forth in the most recent edition of 
“Standard Methods for the Examination of 
Water and Wastewater:, published joint- 
ly by the American Public Health As- 
sociation, the American Water Works As- 
sociation and the Water Pollution Con- 
trol Federation. 

126. “Superintendent” shall mean the 
Superintendent of the Sewage Treatment 
Plant (or Water Pollution Control Plant) 
of the City of Fort Wayne or his duly 
authorized representative. 

127. “Surcharge” shall mean a charge 
for sewerage services in addition to the 
basic service charge. 

127.1. “Out-of-City Surcharge” shall 
mean the extra charges for sewer- 
age service assessed customers sit- 
uated outside the corporate limits of 
the City (designated OCS). 

127.2. “Strength-of-Wastes Surcharge” 
shall mean the extra charges for sew- 
erage service assessed customers 
whose sewage is of such a nature 
that it imposes upon the Sewage Util- 
ity a burden greater than that cov- 
ered by the basic service charge. 

128. Suspended Solids” shall mean sol- 
ids which either float on the surface of 
or are in. suspension j n water, sewage or 
other liquid and which are removable by 
laboratory filtration. Their concentration 
shaM be expressed in milligrams per 
liter. Quantitative determinations shall be 
made in accordance with procedures set 
forth in “Standard Methods”. 

129. “Watercourse” shall mean a chan- 
nel in which a flow of water occurs ei- 
ther continuously or intermittently. 

... Article II. General Provisions 

201. Bylaws, Rules and Regulations. The 
Board of Public Works of the City of 
Fort Wayne shall, in accordance with the 
Statutes of Indiana, make and enforce 
whatever bylaws, rules and regulations it 
may deem necessary for the safe, eco- 
nomical and efficient management of the 
Citys Sewage Utility, for the construc- 
tion and use of building sewers and con- 
nections to the sewerage system, for the 
regulation, collection and refunding of the 
rates and charges for sewerage service 
a , ncl ' L ' n general, for the implementation 
°f the provisions of this ordinance. 

202. Requirements for Connecting to 
Public Sewers. No owner or occupant of 
any real property shall tap or drain ei- 
ther directly or indirectly into any pub- 
lic sewer until a sewer tap permit has 
been obtained and until he has satisfied 
pis obligation to pay all assessments, re- 
imbursements or pro rata shares of sew- 
er extension costs laid against that prop- 
erty for public sewer installed to serve 
it. A tap permit given in error or sew- 
erage service charges billed to a prop- 
erty in error shall not operate to nulli- 
fy any such obligation that has been 
duly recorded. 

Tap permits shall be obtained from the 
City’s Permit Office and shall be is- 
sued only to licensed sewer tap con- 

i mr+ 0rS/ ^ ho , shal1 pQ y t0 the Sewage 
Utility a fee of ten dollars for each tap 
permit for a normal six-inch service, a 
fee of twenty dollars for each tap per- 
mit for a special six-inch service and 
a fee of twenty dollars for each tap 
permit for a service larger than six 
inches. After making each sewer tap and 
building sewer installation, the tap con- 
tractor shaM notify the Sewer Engineer 
so that the tap and the building sewer 
can be inspected and approved before 
the excavation is backfilled. Any tap or 
building sewer installation not made in 
accordance with the foregoing provisions 
shall be deemed an illegal installation 
and, upon discovery, shall be promptly 
disconnected at the expense of the prop- 
erty owner and shall remain disconnect- 
ion u , n ^ the provisions of this paragraph 
202 have been complied with. 

The Board of Public Works shall have 
the authority to require an owner of real 
property to disconnect from a building 
sewer which drains into a sanitary sew- 
er any downspouts, yard drains or oth- 
er drains which carry the runoff of 
natural precipitation. Property owners 
shall have thirty days after notice to 
comply with any such requirements. 

203. Extensions of Sewers Outside Cor- 
porate Limits. The Installation, construc- 
tion or -extension of sewers by the City 
outside the corporate limits of the City 
and the connection or extension of sew- 
ers Into the City’s sewerage system from, 
by or for properties located outside such 
limits shall be prohibited, except upon 
prior approval by the Common Council 
of the City by duly enacted ordinance. 

204. Connections to Sewerage System by 
Certain Out-of-City Properties. Notwith- 
standing the provisions of paragraph 203, 
the Board of Public Works of the City 
shall have the authority to permit 


property located outside the corporate lim- 
its of the City to connect to an exist- 
ing sewer which is part of the City's 
sewerage system, provided the property 
abuts, adjoins and is immediately con- 
tinguous to the street, alley or easement 
in which said sewer is located and pro- 
vided the property owner or occupant 
has complied with the conditions set out 
in paragraph 202. 

205. Violations and Penalties. Any per- 
son found to be violating or failing to 
comply with any of the provisions of 
paragraphs 202, 301, 401 through 405, 501 
through 503, 602 or 605 shall be served 
by the City with a written notice stating 
the nature of the violation and providing 
a reasonable time limit for its satisfac- 
tory correction. The offender shall, within 
the period of time stated in the notice, 
permanently cease all violations. 

Any person who shall continue any 
violation beyond the stated time limit 
shall be guilty of a misdemeanor and, 
upon conviction thereof, shall be sub- 
ject to a fine in any amount not less 
thr~ '** ■ • ■■ 
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ligrams per liter. 

401.2. A suspended-solids content 
greater than 350 milligrams per liter. 

401.3. Other contaminants or char- 
acteristics which, from their nature or 
quantity, might be harmful to the 
structures, processes or operations of 
the Sewage Utility or to health, 
whether by themselves or through in- 
teracting with other wastes in the 
public sewers. 


ian $25.00 and not more than $100.00. 
Each day in which any such violation 
shall continue shall be deemed a sep- 
arate offense. 

Any person violating any of the pro- 
visions of the paragraphs set out above 
and convicted thereof shall become lia- 
ble to the City for any expense, loss or 
damage occasioned the City by reason 
of such violation. 

206. Amendment. The City of Fort 
Wayne reserves the right to amend this 
chapter of the Municipal Code, including 
the rates herein established, in part or 
in whole, as provided and permitted by 
the Statutes of Indiana, whenever it may 
deem it necessary. 

Article III. 


Prohibited Industrial Discharges 
301. Prohibitions and Limitations. Ex- 


cept as hereinafter provided, no person 
shall discharge or cause to be dis- 
charged to any public sewer any of the 
following described substances, wastes or 
waters. 

301.1. Any liquid or vapor having a 
temperature higher than 160 degrees 
Fahrenheit. 

301.2. Any waters or waters con- 
taining more than 100 milligrams per 
liter of fats, oils, greases or waxes. 

301.3. Any gasoline, benzene, naptha, 
fuel oil or mineral oil or any other 
flammable or explosive liquid, solid 
or gas. 

301.4. Any noxious or malodorous 
gas or substance which, either alone 
or by interaction with other wastes, 
is capable of creating a public nuis- 
ance or hazard to life or of pre- 
venting entry into sewers for their 
maintenance and repair. 

301.5. Any garbage that has not 
been properly ground. 

301.6. Any ashes, cinders, sand, mud, 
straw, shavings, wood, metal, glass, 
rags, feathers, tar, plastics, paunch 
manure, butchers’ offal or any other 
solid or viscous substances capable of 
causing obstruction to the flow in sew- 
ers or other interference with the 
proper operation of the sewerage sys- 
tem or the Sewage Treatment Plant. 

301.7. Any waters or wastes con- 
taining phenols in excess of 0.50 mil- 
ligrams per liter. 

301.8. Any waters or wastes hav- 


402. Pretreatment Facilities. When, aft- 
er making such a review, the Superin- 
tendent concludes that, before the per- 
son discharges his wastes into the public 
sewers, he must modify or eliminate 
those constituents which would be harm- 
ful to the structures, processes or opera- 
tions of the Sewage Utility or injurious 
to health, then the person shall either 
modify his wastes at the point of origin 
or shall provide and operate at his own 
expense such preliminary treatment or 
processing facilities as may be deter- 
mined to be necessary to render his 
wastes acceptable for admission to the 
public sewers. 

403. Prior Approval of Pretreatment Fa- 
cilities. Plans, specifications and any oth- 
er pertinent information relating to pro- 
posed preliminary treatment or process- 
ing facilities shall be submitted to the 
City for examination and approval and 
no construction of such facilities shall be- 
gin until the City, through its Board of 
Public Works, has given its written ap- 
proval. Such approval shall not exempt 
the person from the obligation to make 
further reasonable adaptations of such fa- 
cilities when such adaptations prove 
necessary to secure the results desired. 

404. Operation of Pretreatment Facili- 
ties. Where such preliminary treatment 
facilities are provided, they shall be main- 
tained continuously in satisfactory and ef- 
fective operating condition by the per- 
son at his own expense and shall be 
subject to the periodic inspection by the 
City. The person shall maintain suitable 
operating records and shall submit to the 
Superintendent such monthly summary re- 
ports of the character of the influent 
and effluent as the latter may prescribe. 

405. Grease and Sand Traps. When- 
ever the Board of Public Works deter- 
mines that interceptors or traps are 
needed to protect the sewerage system or 
the operations of the Sewage Treatment 
Plant from grease, oil, sand or similar 
substances occuring in a customer’s sew- 
age, then such traps shall be installed 
by the customer on his own lines at his 
own expense and shall be so maintained 
by him that none of such substances 
can be carried over Into the public sew- 
ers. All traps shall meet the City’s 
standards as to construction, location and 
installation. 

Article V. 

Control of Admissible 
Industrial Wastes 

501. Submission of Data on Industrial 
Wastes. Any person who discharges in- 
dustrial wastes into the City’s sewerage 
system, either directly or indirectly, shall, 
upon the written request of the Board of 
Public Works, fill out and file with the 
City within ninety days an Industrial 
Waste Questionnaire to be furnished by 
the City, in which he shall set out the 
quantity and characteristics of the wastes 
discharged into the City's sewerage sys- 
tem. Similarly, any person desiring to 
establish a new connection to a public sew- 
er for the purpose of discharging indus- 
trial wastes may be required to fill out 
and file such a questionnaire, which shall 
Include actual or predicted data relating 
to the quantity and characteristics of 
the wastes to be discharged. 

When special circumstances such as 
the size or complexity of his sewage dis- 
posal problem would make complying 
with the time schedule cited above an 
unreasonable burden on the person, an 
extension of time, not to exceed ninety 
days, may be granted by the Board of 
Public Works upon presentation of a proper 
application. 

502. Control Manholes. Any person dis- 
charging industrial wastes into a public 
sewer, either directly or indirectly, may 
be required by the Board of Public Works, 
upon the recommendation of the Super- 
intendent, to construct and maintain at 
his own expense one or more control 
manholes at a specified location or loca- 
tions to facilitate the observation, meas- 
urement and sampling of his wastes. 
Such manholes shall be constructed in 
accordance with the standards and speci- 
fications of the City. The Board may 
also require the person to install and 
mqintain in any such manhole at said per- 
son’s expense an approved volume meas- 
uring device. Plans for the installation 
of control manholes and related equip- 
ment must be approved by the Board of 
Public Works, upon the recommendation 
of the Superintendent and the Sewer En- 
gineer, before construction is begun. 

503. Waste Sampling. Any industrial 
wastes discharged into the public sew- 
ers shall be subject to periodic inspec- 
tion and determination of character and 
concentration. The examination shall be 
made as often as the Superintendent 
deems it necessary and may include the 
use of suitable continuously monitoring 
instruments in appropriate cases. Sam- 
ples shall be collected either manually 
or by approved mechanical devices and 
in such a manner as to be representa- 
tive of the overall composition of the 
wastes. Every care shall be exercised in 
collecting the samples to insure their 
preservation, until analyzed, in a state 
comparable to that at the time the sam- 
ples were collected. 

The installation, operation and main- 
tenance of the , sampling facilities shall 
be the responsibility of the person dis- 

charging the wastes and shall be sub- 
ject to the approval of the Board of 

Public Works. Access to sampling facili- 
ties shall be granted at all times to the 
Superintendent or his duly authorized rep- 
resentative. 

504. Waste Analyses. Laboratory pro- 

cedures used in the examination of in- 
dustrial wastes shall be those set forth 

in “Standard Methods”. However, alterna- 
tive methods for certain analyses of in- 
dustrial wastes may be used subject to 

mutual agreement between the Superin- 
tendent and the customer. The City shall 
make, without charge to the customer, 
the initial analysis and regular periodic 
check analyses of the customer’s wastes 
as well as other tests the Superintendent 
may deem advisable. Analyses made by 
the City at the request of the customer 
shall be charged to the customer accord- 
ing to the Utility's standard work or- 
der billing practices. All such analyses 
shall be binding in determining strength- 
of-wastes surcharges and other matters de- 
pendent upon the character and concen- 
tration of wastes. 

505. Use of Representative Analyses. 

Until an adequate analysis of a rep- 
resentative sample of customer's wastes 
has been obtained, the City may, for the 
purposes of this ordinance, make a de- 
termination of the character and con- 
centration of his wastes by using data 

based on analyses of similar processes 
or data for his type of business that are 
available from the Water Pollution Con- 
trol Administration of the U. S. Depart- 
ment of the Interior or from industry- 

recognized authoritative sources. This 
method, if selected by the City, shall 
continue at the City’s pleasure or until 
an adequate analysis has been made. 

Article VI. 

Service Charges Based 
on Water Usage 

601. Water Obtained from the City's 

Water Utility. The charges made for sew- 
erage service rendered to each lot, par- 

cel of real estate or building having any 
connection with the City’s sewerage sys- 
tem or otherwise discharging sewage into 
that system, either directly or indirectly, 
shall be based upon the quantity of wa- 
ter presumed to enter the public sew- 
ers after being used in or on the prop- 
erty, as the quantity is measured by the 
water meter or meters there in use by 
the City’s Water Utility, except as herein 
otherwise provided. 

602. Water Obtained from Other 
Sources. Where the property obtains any 
part or all of the water used from 
sources other than the City's Water Util- 
ity, the owner or the tenant may be re- 
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sewers. 

The provisions of this section shall not 
apply to any customer who uses any part 
of his water for any commercial or in- 
dustrial purposes. 

605. Meter of Sewage. The City may 
require a person to install and main- 
tain at his own expense an approved 
device to measure directly the volumes 
of wastes discharged to the sewerage 
system if these volumes cannot other- 
wise be determined from the metered- 
water consumption records. The City shall 
inspect and approve such installations and 
no such device, once installed, shall be 
removed without the City's approval. 

Article VII. 

Service Charges 

701. Volume Charges. The water usage 
schedule upon which charges for service 
rendered by the Sewage Utility shall be 
based and the rates and charges based 
thereon shall be as follows: 

Billing Cubic Feet of Water Rate per 

Used per Month 100 Cubic Feet 


First 

Next 

Next 

Next 

Next 

Next 

Next 

Next 


500 

1.500 

2.500 

7.500 
18,000 
20,000 
50,000 
50,000 


Next 150,000 
Next 150,000 
Over 450,000 


$0.30 

.28 

.27 

.26 

.24 

.23 

.22 

.20 

.19 

.18 

.10 


702. Minimum Charges. Where the cus- 
tomer is a metered water consumer and 
has no additional sources of water, he 
shall pay, regardless of his water usage. 


at least the appropriate minimum morith- 
;t forth below, which charge 




ly charge as set . 

shall be based on the size of the water 
meter installed and for which the cus- 
tomer shall be entitled to the quantity 
of sewage service set forth in the water 
usage schedule in paragraph 701. 

Size of Water Meter Minimum 

Monthly Charge 
% inch $1.50 

% inch 2.00 

1 inch 3.40 

IV 2 inch 6.75 

2 inch 12.00 

3 inch - 27.00 

4 inch 47.25 

6 inch 81.00 

Where the customer Is not a metered 
water consumer or is a metered water con- 
sumer with other sources of water, his 
minimum monthly charge and the quan- 
tity of sewerage service to which he shall 
be entitled for such charge shall be de- 
termined by rules established by the 
Board of Public Works. 

Article VIII. 

Strength-of-Wastes Surcharge 

801. Liability for Surcharge. Each per- 
son who discharges Industrial wastes into 
the public sewers shall be subject to a 
surcharge in addition to the regular sew- 
erage service charge based on both the 
biochemical oxygen demand (or on the 
chemical oxygen demand where BOD can- 
not be determined) and the suspended 
solids content of the wastes, if these 
wastes have a concentration greater than 
the following: 

a. A biochemical oxygen demand of 
300 milligrams per liter; or, where 
BOD cannot be determined, then, in 
lieu of BOD, a chemical oxygen de- 
mand of 600 milligrams per liter. 

b. A suspended solids content of 
350 milligrams per liter. 

802. Computation of Surcharge. The sur- 
charge shall be determined as follows: 

a. The excess pounds of BOD (or 
COD) and of suspended solids will 


each be computed by first multiply- 
' billing sewage vol- 


ing the customer’s 
ume measured in units of 100 cubic 
feet for the current billing period by 
the factor 0.0062321 and then multi- 
plying this product by the differ- 
ence between (a) the concentrations 
measured in milligrams per liter of 
the BOD (or COD) and of the sus- 
pended solids respectively in the cus- 
tomer’s sewage and (b) the allowed 
concentrations set out in paragraph 
801. The surcharge for each constitu- 
ent will then be determined by mul- 
tiplying the excess pounds of each 
constituent by the appropriate rate of 
surcharge set out in paragraph 803. 

803. Rates of Surcharge. The rates of 
Surcharge for each of the aforementioned 
constitutents shall be as follows: 

a. For biochemical oxygen demand 
(BOD) — 2.12 cents per pound 

b. For chemical oxygen demand 
(COD) where BOD cannot be deter- 
mined — 1.06 cents per pound. 

c. For suspended solids 

1.91 cents per pound 

804. Revision of Rates of Surcharge. 
Prior to May 1 of each year, the Gen- 
eral Auditor of the City Utilities shall 
submit to the Board of Public Works a 
comparison of the calculated unit costs 
for removing BOD and suspended solids 
from the Sewage Treatment Plant influent 
during the previous calendar year with 
the unit charges currently in effect in 
order that the Board may determine 
whether the current rates of surcharge 
are adequate or should be changed. 

Article IX. 

Out-of-City Surcharge 
901. Application of Surcharge. Any pro- 
visions in this ordinance or in any oth- 
er ordinance or regulation of the City 
to the contrary notwithstanding, the 
charges for sewerage services rendered to 
customers situated outside the corporate 
limits of the City of Fort Wayne shall 
be two hundred per cent of the charges 
which would be made for identical serv- 
ices rendered inside the corporate lim- 
its and which are prescribed in Article 
VII, Service Charges, and in Article VIII, 
Strength-of-Wastes Surcharges. 

Article X. 

Billing of Service Charges 

1001. Billing Period. Charges for sewer- 
age service shall be prepared and billed 
by the General Office of the City Utili- 
ties along with the bills for water serv- 
ice and shall be payable at the Gen- 
eral Office at the same time as the wa- 
ter bills. 

1002. Liability for Payment. The charges 
for sewerage service shall be billed to 
the person being billed for water serv- 
ice unless, by contract with the Utility, 
another person assumes such responsi- 
bility. If a tenant is billed, the owner 
shall in no way be relieved of liability 
in the event payment is not made by the 
tenant as herein required. Such owner 
shall have the right to examine the 
City’s collection records to ascertain 
whether such charges have been paid. 

1003. First Billings. The rates, charges 
and surcharges fixed in this ordinance 
shall be extended to and cover any ad- 
ditional premises hereafter served without 
the need for any hearing or notice. If 
+he first billing to a new customer cov- 
ers a period other than a full billing 
month, then the service charges for such 
billing shall be made in keeping with 
standard practice in the Water Utility. 
Subsequent sewerage service billings shall 
be for periods coinciding with the billing 
periods for water service. If such rates, 
charges and/or surcharges are changed, 
the first billing after such change may 
also be for a period other than a full 
billing month in order to keep the sew- 
erage billing periods coincident with the 
water billing periods. 

1004. City Subject to Charges. For sew- 
erage service rendered to the City, the 
City shall be subject to the same rates 
and charges herein established for other 
person or to rates and charges estab- 
lished in harmony herewith. ' 

1005. Consolidation of Accounts. Where 
an industrial, commercial or other non- 
residential enterprise is operating in a 
unified manufacturing or service area com- 
posed of two or more contiguous parcels 
of real estate and is supplied with water 
through two or more meters, upon appli- 
cation by the owner or his authorized 
agent, a consolidation of the water meter 
readings shall be made for the purpose 
of calculating the sewerage service charge. 

Article XI. 

Delinquent Accounts 

1101. How Delinquencies Arise. Charges 
for sewerage service levied pursuant to 
this ordinance shall be due and payable 
on or before the due dates shown on 
the bills. Any service charge not paid 
by the due date (approximately fifteen 
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NOTICE TO TAXPAYERS AND 
l RATEPAYERS OF NEW SCHED- 
ULE OF RATES FOR SEWAGE 
TREATMENT 

Notice is hereby given to the tax- 
payers and ratepayers of the City of 
Fort Wayne, Allen County, Indiana that 
the Common Council of said Municipality 
will at the Council Chambers, City Hall, 
Fort Wayne, Indiana, on Tuesday the 
26th day of January 1971 at 7:30 o’clock 
P.M., E.S.T., consider the following Sew- 
er Rate Charges; 

FORT WAYNE MUNICIPAL CODE 
CHAPTER 26 

SEWERS AND SEWERAGE SYSTEM 
Article 1. Definitions 
Unless the context specifically indicates 
otherwise, the meanings of the following 
terms as used in this ordinance or as 
used in the rules and regulations adopted 
by the Board of Public Works to im- 
plement the provisions of this ordinance 
shall be as follows: 

101. "Biochemical Oyxgen Demand” (or 
BOD) of sewage, sewage effluent, polluted 
waters or industrial wastes shall mean 
the quantity of dissolved oxygen in mil 

1 ligrams per liter required during stabili- 
zation of the decomposable organic mat- 
ter by aerobic biochemical action under 
standard laboratory procedures for five 
days at 20 degrees Centigrade. The lab- 
oratory determinations shall be made in 
accordance with procedures set forth in 
"Standard Methods” (see 125). 

102. “Building (or House) Drain” shall 
mean that part of the lowest horizontal 
piping of a building drainage system 
which receives the discharge from soil, 
waster and other drainage pipes inside 
the walls of the building and conveys 
it to a point approximately three feet 
outside the foundation wall of the build- 
ing. 

103. “Building (or House) Sewer” shall 
mean the pipe which is connected to the 
building (or house) drain at a point ap- 
proximately three feet outside the founda- 
tion wall of the building and which con- 
veys the building’s discharge from that 
point to the public sewer or other place 
of disposal. 

104. "Chemical Oxygen Demand” (or 
COD) of sewage, sewage effluent, pol- 
luted waters or industrial wastes is c 
measure of the oxygen equivalent of that 
portion of the organic matter in a sam- 
ple that is susceptible to oxidation by a 
strong chemical oxidant. The laboratory 
determination shall be made in accord- 
ance with procedures set forth in "Stand- 
ard Methods”. 

105. "City” shall mean the City of 
Fort Wayne, Indiana, or any duly au 
thorized officials acting in its behalf. 

106. "Effluent” shall mean the water, 
together with any wastes that may be 
present, flowing out of a drain, sewer, 
receptacle or outlet. 

107. “Garbage” shall mean any solid 
wastes from the preparation, cooking or 
dispensing of food and from the handling, 
storage or sale of produce. 

108. “Ground Garbage” shall mean gar 
bage that is shredded to such a de- 
gree that all particles will be carried 
freely in suspension under the conditions 
normally prevailing in public sewer, with 
no particle being greater than one-half 
inch in dimension. 

109. "Industrial Wastes” shall mean any 
solid, liquid or gaseous substance or form 
of energy discharged, permitted to flow 
or escaping from an industrial, manu- 
facturing, commercial or business process 
or from the development, recovery or 
processing of any natural resource. 

110. “Influent” shall mean the water, 
together with any wastes that may be pres- 
ent, flowing into a drain, sewer, recep- 
tacle or outlet. 

111. "Outlet” shall mean any outlet, nat- 
ural or constructed, which is the point of 
final discharge of sewage or of treat- 
ment plant effluent into any watercourse, 
pond, ditch, lake or other body of sur- 
face or ground water. 

112. “Person" shall mean any Individ- 
ual, partnership, firm, company, associa- 
tion, society, corporation, institution or 
group. 

113. “pH” shall mean the logarithm 
(to the base 10), of the reciprocal of 
the hydrogen ion concentration of a solu- 
tion expressed in gram-atoms per liter 
of solution. 

114. “Receiving Stream” shall mean the 
watercourse, stream or body of water re- 
ceiving the water finally discharged from 
the sewage treatment plant. 

115. “Residential Property Unit” shall 
mean a building under one roof de- 
signed, arranged and used primarily for 
dwelling purposes by a single family. 

116. "Sanitary Sewage” shall mean sew- 
age discharged from the sanitary con- 
veniences of dwellings (including apart- 
ment houses and hotels), office buildings, 
factories or institutions and free from 
storm water, surface water and indus- 
trial wastes. 

117. “Service Charge” shall mean the 
basic assessment (based on water usage) 
levied on all users of the public sewerage 
system for wastes which do not exceed 
in strength the concentration values above 
which a strength-of-wastes surcharge will 
be made. 

118. "Sewage” shall mean the water- 
carried wastes from residences, business 
buildings, institutions and industrial es- 
tablishments, singular or in any combi- 
nation, together with such ground, sur- 
face and storm waters as may be pres- 
ent. 

119. "Sewage Treatment Plant”, or "Wa- 
ter Pollution Control Plant”, shall mean 
the arrangement of devices, structures 
and equipment used for treating and dis- 
posing of sewage and sludge. 

120. “Sewage Utility”, or "Water Pol- 
lution Control Utility,” shall mean all fa- 
cilities for collecting, transporting, pump- 
ing, treating and disposing of sewage and 
sludge, namely the sewerage system and 
the sewage treatment plant. 

121. "Sewer” shall mean a pipe or 
conduit for carrying sewage or other 
waste liquids. 

121.1. "Combined Sewer” shall mean 
a sewer which carries both storm, 
surface and ground-water runoff and 
sewage. 

121.2. "Public Sewer” shall mean a 
sewer In which all owners of abut- 
ting property have equal rights and 
which is controlled by public au- 
thority. 

121.3. "Sanitary Sewer” shall mean 
a sewer which carries sewage and to 
which storm, surface and ground wa- 
ters and unpolluted industrial waste 
waters are not intentionally admitted. 

121.4. “Storm Sewer” shall mean a 
sewer which carries storm, surface 
and groundwater drainage but ex- 
cludes sewage. 

122. "Sewer Engineer” shall mean the 
Chief Sewer Engineer of the City of 
Fort Wayne or his duly authorized rep- 
resentative; the term shall be equivalent 
to the expression "Water Pollution Con- 
trol Engineer”. 

123. "Sewerage System” shall mean the 
network of sewers and appurtenances used 


porate Limits. The installation, construc- 
tion or .extension of sewers by the City 
outside the corporate limits of the City 
and the connection or extension of sew- 
ers into the City’s sewerage system from, 
by or for properties located outside such 
limits shall be prohibited, except upon 
Prior approval by the Common Council 
0 J,^ C| ty duly enacted ordinance. 

204. Connections to Sewerage System bv 
Certain Out-of-City Properties. Notwith- 
standing the provisions of paragraph 203, 
the Board of Public Works of the City 
shall have the authority to permit c 
property located outside the corporate lim- 
its of the City to connect to an exist- 
ing sewer which is part of the City's 
sewerage system, provided the property 
abuts, adjoins and is immediately con- 
tinguous to the street, alley or easement 
in which said sewer is located and pro- 
vided the property owner or occupant 
has complied with the conditions set out 
in paragraph 202. 

205. Violations and Penalties. Any per- 
son found to be violating or failing to 
comply with any of the provisions of 
paragraphs 202, 301, 401 through 405, 501 
through 503, 602 or 605 shall be served 
by the City with a written notice stating 
the nature of the violation and providing 
a reasonable time limit for its satisfac- 
tory correction. The offender shall, within 
the period of time stated in the notice, 
permanently cease all violations. 

Any person who shall continue any 
violation beyond the stated time limit 
shall be guilty of a misdemeanor and, 
upon conviction thereof, shall be sub- 
let to a fine in any amount not less 
than $25.00 and not more than $100.00. 
Each day in which any such violation 
shall continue shall be deemed 
a rate offense. 


sep- 

.Any person violating any of the pro- 
visions of the paragraphs set out above 
and convicted thereof shall become lia- 
ble to the City for any expense, loss or 
damage occasioned the City by reason 
of such violation. 

206. Amendment. The City of Fort 
Wayne reserves the right to amend this 
chapter of the Municipal Code, including 
the rotes herein established, in part or 
m whole, as provided and permitted by 
the Statutes of Indiana, whenever it may 
deem it necessary. 

Article III. 

Prohibited Industrial Discharges 
301. Prohibitions and Limitations. Ex- 
cept as hereinafter provided, no person 
shall discharge or cause to be dis- 
charged to any public sewer any of the 
following described substances, wastes or 
waters. 

301.1. Any liquid or vapor having a 
temperature higher than 160 degrees 
Fahrenheit. 

301.2. Any waters or waters con- 
taining more than 100 milligrams per 
liter of fats, oils, greases or waxes. 

301.3. Any gasoline, benzene, naptha, 
fuel oil or mineral oil or any other 
flammable or explosive liquid, solid 
or gas. 

301.4. Any noxious or malodorous 
gas or substance which, either alone 
or by interaction with other wastes, 
is capable of creating a public nuis- 
ance or hazard to life or of pre- 
venting entry into sewers for their 
maintenance and repair. 

301.5. Any garbage that has not 
been properly ground. 

301.6. Any ashes, cinders, sand, mud, 
straw, shavings, wood, metal, glass, 
rags, feathers, tar, plastics, paunch 
manure, butchers' offal or any other 
solid or viscous substances capable of 
causing obstruction to the flow in sew- 
ers or other interference with the 
proper operation of the sewerage sys- 
tem or the Sewage Treatment Plant. 

301.7. Any waters or wastes con- 
taining phenols in excess of 0.50 mil- 
ligrams per liter. 

301.8. Any waters or wastes hav- 
ing a pH lower than 6 or higher than 
10 or having any other corrosive prop- 
erty capable of causing damage or 
posing hazards to the structures, 
equipment or personnel of the Sew- 
age Utility. 

301.9. Any waters or wastes con- 
taining any toxic substances in quanti- 
ties that are sufficient to interfere 
with the biochemical processes of the 
Sewage Treatment Plant or that will 
pass through the Plant Into the re- 
ceiving stream in amounts exceeding 
the standards set by federal. Inter- 
state, state or other competent au- 
thority having Jurisdiction. Specifical- 
ly included are any waters or wastes 
containing cadmium, chromium, cop- 
per, iron, nickel, zinc or any other 
toxic ions, compounds or substances 
in concentrations or amounts exceed- 
ing the limits established from time 
to- time by the Board of Public 
Works. 

301.10. Any cyanides, as CN ions, in 
excess of one milligram per lit in 
any wastes discharged into a public 
sewer. 

301.11. Any waters or wastes con- 
taining acid metallic picking wastes 
or concentrated plating solutions, 
whether neutralized or not. 

301.12. Any toxic radioactive Isotopes, 
without a special permit. The radio- 
active isotopes I 131 and P 32 used 
In hospitals are not prohibited. If 
they are properly diluted before be- 
ing discharged into the sewerage sys- 
tem. 

301.13. Any waters or wastes that 
for a duration of 15 minutes or more 
have a concentration more than 5 times 
the average concentration of the BOD 
or the suspended solids of the cus- 
tomer’s sewage discharged during a 
twenty-four-hour period of normal op- 
erations. 

301.14. Any waters or wastes con- 
taining suspended solids of such char- 
acter and quantity that unusual pro- 
vision, attention and expense would be 
required to handle such materials at 
the Sewage Treatment Plant, its 
pumping stations or other facilities. 

302. Responsibility for Obstructing or 
Damaging Sewers. If a public sewer be- 
comes obstructed or damaged because any 
of the aforementioned substances were im- 
properly discharged, the person or persons 
responsible for such discharge shall be 
billed and shall pay for the expenses in- 
curred by the City In cleaning out, re- 
pairing or rebuilding the sewer. 

303. Special Agreements. No statement 
contained in this article shall be con- 
strued as probhibiting any special agree- 
ment or arrangement between the City 
and any person whereby an industrial 
waste of unusual strength or character 
may be accepted by the City for treat- 
ment either with or without pretreatment, 
jrovided there is • no impairment of the 
unctioning of the Sewage Utility by rea- 
son of the admission of such wastes and 
no extra costs are incurred by the City 
without recompense by the person. 

Article IV. 

Admissible Industrial Wastes 
401. Prior Approval for Certain Wastes. 
Review and acceptance by the Superin- 
tendent shall be obtained prior to the dis- 
charge Into the public sewers by any per- 
son of sewage whose wastes have: 

401.1. A BOD greater than 300 mil- 




oucn marmoles shall be constructed in 
accordance with the standards and speci- 
fications of the City. The Board may 
also require the person to install and 
mqintain in any such manhole at said per- 
son’s expense an approved volume meas- 
uring device. Plans for the installation 
of control manholes and related equip- 
ment must be approved by the Board of 
Public Works, upon the recommendation 
of the Superintendent and the Sewer En- 
gineer, before construction is begun. 

503. Waste Sampling. Any industrial 
wastes discharged into the public sew- 
ers shall be subject to periodic inspec- 
tion and determination of character and 
concentration. The examination shall be 
made as often as the Superintendent 
deems it necessary and may include the 
use of suitable continuously monitoring 
instruments in appropriate cases. Sam- 
ples shall be collected either manually 
or by approved mechanical devices and 
in such a manner as to be representa- 
tive of the overall composition of the 
wastes. Every care shall be exercised in 
collecting the samples to insure their 
preservation, until analyzed, in a state 
comparable to that at the time the sam- 
ples were collected. 

The Installation, operation and main- 
tenance of the sampling facilities shall 
be the responsibility of the person dis- 
charging the wastes and shall be sub- 
ject to the approval of the Board of 
Public Works. Access to sampling facili- 
ties shall be granted at all times to the 
Superintendent or his duly authorized rep- 
resentative. 

504. Waste Analyses. Laboratory pro- 
cedures used in the examination of in- 
dustrial wastes shall be those set forth 
in “Standard Methods”. However, alterna- 
tive methods for certain analyses of in- 
dustrial wastes may be used subject to 
mutual agreement between the Superin- 
tendent and the customer. The City shall 
make, without charge to the customer, 
the initial analysis and regular periodic 
check analyses of the customer’s wastes 
as well as other tests the Superintendent 
may deem advisable. Analyses made by 
the City at the request of the customer 
shall be charged to the customer accord- 
ing to the Utility’s standard work or- 
der billing practices. All such analyses 
shall be binding in determining strength- 
of-wastes surcharges and other matters de- 
pendent upon the character and concen- 
tration of wastes. 

505. Use of Representative Analyses. 

Until an adequate analysis of a rep- 
resentative sample of customer's wastes 
has been obtained, the City may, for the 
purposes of this ordinance, make a de- 
termination of the character and con- 
centration of his wastes by using data 

based on analyses of similar processes 
or data for his type of business that are 
available from the Water Pollution Con- 
trol Administration of the U. S. Depart- 
ment of the Interior or from industry- 

recognized authoritative sources. This 
method, if selected by the City, shall 
continue at the City’s pleasure or until 
an adequate analysis has been made. 

Article VI. 

Service Charges Based 
on Water Usage 

601. Water Obtained from the City’s 

Water Utility. The charges made for sew- 
erage service rendered to each lot, par- 

cel of real estate or building having any 
connection with the City’s sewerage sys- 
tem or otherwise discharging sewage into 
that system, either directly or indirectly, 
shall be based upon the quantity of wa- 
ter presumed to enter the public sew- 
ers after being used in or on the prop- 
erty, as the quantity is measured by the 
water meter or meters there in use by 
the City’s Water Utility, except as herein 
otherwise provided. 

602. Water Obtained from Other 
Sources. Where the property obtains any 
part or all of the water used from 
sources other than the City’s Water Util- 
ity, the owner or the tenant may be re- 
quired by the City to install and main- 
tain at his own expense a meter or 
meters acceptable to the City for the 
purpose of measuring the quantity of 
water obtained from these other sources, 
or the City may determine the quantity 
of such water by whatever means and 
methods it may find practicable. 

603. Exempt Water — General. Where a 
significant portion of the metered water 
does not and cannot enter the sewerage 
system, either directly or Indirectly and 
where the quantity of water entering the 
premises averages more than 2000 cubic 
feet per month, the person having charge 
of the property may request permission 
from the City to Install at his own ex- 
pense either an approved meter or me- 
ters to determine the quantity of wa- 
ter that cannot enter the sewerage sys- 
tem or an approved sewage measuring 
device or devices to determine the vol- 
ume of sewerage that actually enters 
the sewerage system; when appropriate, 
the City reserves the right to determine 
by whatever other means and methods 
it may find practicable the percentage 
of the property’s metered water that 
enters the sewerage system. In any such 
case the service charge shall be based 
on the quantity of water that can or 
actually does enter the public sewers but 
in no case shall it be less than the 
minimum charge for the size or service 
installed. 

604. Exempt Water-Sprinkling. A single- 
family residential water customer who 
uses substantial amounts of water for 
sprinkling shall, upon his written re- 
quest, be billed for sewerage service ren- 
dered in the four consecutive monthly 
billing periods for which the regularly 
scheduled meter readings are made aft- 
er June 14 an amount based on such 
customer’s average water consumption dur- 
ing the two prior months of March and 
April. Averages resulting in fractions of 
one hundred cubic feet shall be raised to 
the next whole number of hundred cubic 
feet. In no case, however, shall the 
charge be less than the minimum for 
the size of service installed. 

Each such sprinkling exemption shall 
go into effect as of the billing period 
which begins after the customer's re- 
quest is received, provided that such 
period is one of the four cited above, 
and shall remain in effect at least through 
the current sprinkling season and then 
through the sprinkling season of each 
year thereafter, until rescinded by the 
customer. 

The City may allow an exemption for 
billing periods other than those cited 
above, provided the customer demon- 
strates to the City's satisfaction that his 
sprinkling load in such periods justi- 
fies an exemption. 

Notwithstanding any of the foregoing 
provisions, where it is evident that a 
residential water customer uses substan- 
tially more water for non-sprinkling pur- 
poses during the sprinkling season than 
he does during March and April, he 
shall not be eligible for the sprinkling 
exemption but shall be billed on the 
basis of the water actually used. How- 
ever, such customer may, at his own 
expense and with the City's approval, in- 
stall a secondary meter or meters on 
that portion of his water supply system 
which serves only his sprinkling load so 
as to measure directly the amount of 
water that does not enter the public 1 1 
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(BOD) — 2.12 cents per pound 

b. For chemical oxygen demand 
(COD) where BOD cannot be deter- 
mined — 1.06 cents per pound. 

c. For suspended solids 

1.91 cents per pound 

804. Revision of Rates of Surcharge. 
Prior to May 1 of each year, the Gen- 
eral Auditor of the City Utilities shall 
submit to the Board of Public Works a 
comparison of the calculated unit costs 
for removing BOD and suspended solids 
from the Sewage Treatment Plant influent 
during the previous calendar year with 
the unit charges currently in effect in 
order that the Board may determine 
whether the current rates of surcharge 
are adequate or should be changed. 

Article IX. 

Out-of-City Surcharge 
901. Application of Surcharge. Any pro- 
visions in this ordinance or in any oth- 
er ordinance or regulation of the City 
to the contrary notwithstanding, the 
charges for sewerage services rendered to 
customers situated outside the corporate 
limits of the City of Fort Wayne shall 
be two hundred per cent of the charges 
which would be made for identical serv- 
ices rendered inside the corporate lim- 
its and which are prescribed in Article 
VII, Service Charges, and in Article VIII, 
Strength-of-Wastes Surcharges. 

Article X. 

Billing of Service Charges 

1001. Billing Period. Charges for sewer- 
age service shall be prepared and billed 
by the General Office of the City Utili- 
ties along with the bills for water serv- 
ice and shall be payable at the Gen- 
eral Office at the same time as the wa- 
ter bills. 

1002. Liability for Payment. The charges 
for sewerage service shall be billed to 
the person being billed for water serv- 
ice unless, by contract with the Utility, 
another person assumes such responsi- 
bility. If a tenant is billed, the owner 
shall in no way be relieved of liability 
in the event payment is not made by the 
tenant as herein required. Such owner 
shall have the right to examine the 
City’s collection records to ascertain 
whether such charges have been paid. 

1003. First Billings. The rates, charges 
and surcharges fixed in this ordinance 
shall be extended to and cover any ad- 

'ithout 


ditional premises hereafter served wit.._ 
the need for any hearing or notice. If 
+ he first billing to a new customer cov- 
ers a period other than a full billing 
month, then the service charges for such 
billing shall be made in keeping with 
standard practice in the Water Utility. 
Subsequent sewerage service billings shall 
be for periods coinciding with the billing 
periods for water service. If such rates, 
charges and/or surcharges are changed, 
the first billing after such change may 
also be for a period other than a full 
billing month in order to keep the sew- 
erage billing periods coincident with the 
water billing periods. 

1004. City Subject to Charges. For sew- 
erage service rendered to The City, the 
City shall be subject to the same rates 
and charges herein established for other 
person or to rates and charges estab- 
lished in harmony herewith. ' 

1005. Consolidation of Accounts. Where 
an industrial, commercial or other non- 
residential enterprise is operating in a 
unified manufacturing or service area com- 
posed of two or more contiguous parcels 
of real estate and is supplied with water 
through two or more meters, upon appli- 
cation by the owner or his authorized 
agent, a consolidation of the water meter 
readings shall be made for the purpose 
of calculating the sewerage service charge. 

Article XI. 

Delinquent Accounts 

1101. How Delinquencies Arise. Charges 
for sewerage service levied pursuant to 
this ordinance shall be due and payable 
on or before the due dates shown on 
the bills. Any service charge not paid 
by the due date (approximately fifteen 
days after the bill is rendered) shall 
be considered delinquent. Such delin- 
quent charge together with any applied 
penalty shall be collectible as herein- 
after set forth. 

1102. Collection Through Shutting Off 
Water Service. Where the property hav- 
ing a delinquent sewerage account is 
served by the City’s Water Utility, the 
City may, after mailing a written no- 
tice at least ten days in advance to the 
water consumer and to the property 
owner, shut off the water service to the 
property. The water service shall not be 
turned back on until the delinquent serv- 
ice charges and the costs of shutting off 
and turning on the water service have 
been paid. 

1103. Collection Through the Tax Dupli- 
cate. As provided by the Statutes of In- 
diana, delinquent sewerage service charges 
may be made a lien against the property 
served through certification to the Audi- 
tor and to the Recorder of Allen Coun- 
ty. In such case, the delinquent service 
charges, together with a mandatory pen- 
alty of ten percent, shall be placed on 
the tax duplicate and be collected in 
the same manner as regular taxes and 
assessments are collected. 

1104. Collection Through Court Actions. 
In addition to the foregoing remedies, the 
City shall have the right to bring a civil 
action to recover any delinquent charges 
together with a penalty of ten percent 
and a reasonable attorney's fee. It shall 
also have the right, as provided by the 
Statutes of Indiana, to foreclose any lien 
established under the provisions of para- 
graph 1103, with recovery of the charge, 
a penalty of ten percent and a reason- 
able attorney's fee. 

Article XII. 

Validity 

1201. Repeal of Conflicting Provisions. 
All the provisions of Chapter 26, entitled 
"Sewers and Sewerage System,” of the 
Municipal Code of the City of Fort Wayne 
(1959 Edition) and the provisions of any 
ordinances and regulations which may 
be in conflict with th|s ordinance are 
hereby repealed as of the date this or- 
dinance takes effect. 

1202. Validation Clause. The Invalidity 
of any section, sentence, clause or pro- 
vision in this ordinance shall not affect 
the validity of any other section, sen- 
tence, clause or provision of this ordinance 
which can be given effect without such 
invalid part or parts. 

Article XIII. 

Effective Dates 

1301. General Provisions. Except as set 
out below in paragraph 1302, the pro- 
visions of this ordinance shall be in full 
force and effect from and after Its pas- 
sage, approval by the Mayor and due 
legal publication thereof. 

1302. Strength-of-Wastes Surcharge Pro- 
visions. The provisions of Article VIII, en- 
titled "Strength-of-Wastes Surcharge,” shall 
be in full force and effect from and - 
after the billings for May 1971. 

SECTION 2. This Ordinance shall be in 
full force and effect from and after its 
passage, approval by the Mayor, and 
legal publication thereof. 

William K. Geake, Councilman. 
Taxpayers and ratepayers appearing at 
such meeting shall have a right to be 
heard thereon. At such hearing taxpay- 
ers and ratepayers objecting to any of 
such additional rates may be heard. 

•9. Fuad G. Bonahoom, City Clerk. 
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